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IMPORTANT NOTICE 


Effective with the October 1954 issue, the name of this publication has been changed from BIBLIOGRAPHY OF 
TECHNICAL REPORTS to U. S. GOVERNMENT RESEARCH REPORTS. The new title more accurately describes the function 
of this periodical—the monthly listing of from 300 to 400 technical reports from Government-sponsored research made 


available by OTS to industry and the general public. Volume and issue numbers will continue in the sequence established 


by the discontinued BTR. 
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HOW TO ORDER REPORTS 


* Order by PB number. * Orders for publications available from other sources 

should be addressed to the organization indicated. Do not use 

¢ Orders for reports available from OTS should be addressed order blanks A or B and do not send orders to OTS or the Library 
to the U. S. Department of Commerce, Washington 25, D. C. of Congress. 


Check or money order must accompany order and be made * Foreign purchasers, other than those in Canada, Cuba, and 
payable to “OTS, Department of Commerce. For convenience 


use order blank A. 


Mexico, should include an additional amount for postage accord- 


ing to the following scales 


* Orders for reports in microfilm or photocopy form should TNE SOS Gene cepete—napremanny S WEEN 
be addressed to Library of Congress, Publication Board Project per ounce. 
Washington 25, D. C. Check or money order must accompany Microfilm—approximately 50 frames (one frame per page} 
order and be made payable to ‘'Photoduplication Service per ounce. 
Library of Congress.’ Indicate for each item which type of Rates vary for different countries. 
reproduction is desired. For convenience use order blank B It is the purchaser's responsibility to compute postage. 


THE PB REPORTS 


The Office of Technical Services is responsible, under Public Law 776, 8Is# Congress, for aiding in the collection and dissemination 
of technical reports of benefit to American science and industry. The PB reports listed have been received from civil and military 
agencies of the United States Government and from cooperating foreign governments. (PB is the abbreviation for Publication Board, 


which was established to select and publicize these reports.) 


Except to the extent indicated by acknowledgment of authorship, the Office does not edit PB reports, nor does it accept respon- 
sibility for information and opinions contained in them. If copyrighted material appears, permission for use should be requested of 
the copyright owners. Any security restrictions that may have applied to these reports have been removed. Patents may cover the 


subject matter of any report: the reader is advised to make suitable patent searches before developing applications based on the reports. 


PB reports of special interest to smaller business firms are abstracted in the monthly TECHNICAL REPORTS NEWSLETTER, 
published by OTS and available from the Superintendent of Documents, Washington 25, D. C., at $1 a year domestic, $1.50 foreign; 
individual copy 10 cents. 
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CHEMICALS AND ALLIED PRODUCTS 


; | 


Drugs and Pharmaceuticals 


Biological and medical aspects of ionizing radiation: 
The effect of X-irradiation on the action of analge- 
sic drugs, by John C. Ballin and James L. Wilding. 
U.S. Air Force. School of Aviation Medicine, Ran- 
dolph Field, Texas. Apr 1954. 6ptables Available 
from Library of Congress, Publication Board Proj- 
ect, Washington 25, D.C. Microfilm $1.50, Photo- 
copy $1.50. PB 115262 








The influence of whole body x-irradiation on the phar- 
macological response to analgesic drugs was studied, 
as well as the effect of these agents on radiation toxi- 
city. Contract no. AF 33(038)-27353. AAF SAM 

Proj 21-3501-0005, Report no. 14. 


Detergents 


Properties of detergent solutions. Third technical 
report under Contract no. N6-onr-25130, Project 
no. NR 094-244: I, Light scattering by detergent 
solutions. Il. Heats of solution of dete aa Gy 
Eric Hutchinson, Lorraine Winslow, a 
chester. Stanford University. Dept. of Chemistry, 
Stanford, Calif. Nov 1953. 46p drawings, diagrs, 
graphs, tables Available from Office of Technical 
Services, U. S. Dept. of Commerce, Washington 25, 
D.C. $1.00. PB 111459 














For lst report see PB 110773. 

1, Detergents - Solutions - Physical properties 

2. Detergents - Research 3. Detergents - Heats of 
Solution 4. Light - Scattering - Theory 5. Light - 
Scattering - Measurements. 


Paints, Varnishes and Lacquers 


Protection of selenium rectifiers against damage b 
mercurial fungicides, by Tohn va Vecusrd an 





Constance E. Patouillet. U.S. Naval Research 
Laboratory. Jun 1954. 22p diagr, tables Avail- 
able from Office of Technical Services, U. S. 
Dept. of Commerce, Washington 25, D. C. $.75. 
PB 111443 


The study reported here is directed at finding a 
coating material applicable to the rectifier and im- 
pervious to mercury vapor. Oleoresinous varnishes 
and waxes were inadequate. Formulations contain- 
ing thiokol and vinyl resins in a 1:1.5 ratio were 
highly efficacious. NRL R 4376. 


Miscellaneous Chemicals 


Action of polar organic inhibitors in the acid disso- 
lution of metals, by Norman Hackerman and A. C, 
rides. Texas. University. Dept. of Chemis- 
try, Austin, Texas. Oct 1953. 18p Available from 
Office of Technical Services, U. S. Dept. of Com- 
merce, Washington 25, D. C. $.50. PB 111451 





The theory of cathodic inhibition by polar organic 
compounds principally developed by Mann and his 
co-workers is critically examined and found inade- 
quate to account for experimental results reported 
in the literature. A mechanism for inhibition by 
polar organic compounds based on recent advances 
in the field of chemisorption on metals is presented. 
Contract Nonr-375(02). 


Applications of voltammetry at constant current in 
chemical kinetics, by Paul Delahay. Louisiana 
State University. Dept. of Chemistry, Baton Rouge, 
La. Dec 1953. 24p diagrs, graphs Available from 
Library of Congress, Publication Board Project, 
Washington 25, D. C. Microfilm $2.25, Photocopy 
$4.00. PB 115106 








Various kinetic and catalytic processes in voltamme- 
try at constant current are treated, and theoretical 
and experimental methods for the determination of 
rate constants are presented. The conditions under 
which the method can be applied are examined, and 
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potentialities of the constant current method in 
chemical kinetics are compared with those of polar- 
ography. Report no. 14, Project NR-051-258. 


Evaporation from the surface of a body in an air- 
stream (with particular reference to the chemical 
method of indicating boundary-layer transition), by 
P, R. Owen and A. O. Ormerod. Gt. Brit. Ministry 
of Supply. Aeronautical Research Council. Sep 
1951. 42p graphs, tables Available from British 
Information Services, 30 Rockefeller Plaza, New 
York 20, N. Y. $2.85. PB 115137 











Cover date is 1954. .S. O. code no, 23-2875, 

1, Boundary layer - Transition point - Gt. Brit. 

2. Evaporation - Theory - Gt. Brit. 3. Evaporation - 
Gases in air - Gt. Brit. 4. Gases - Diffusion - 
Theory - Gt. Brit. 5. ARC RM 2875. 


Fundamental study of foams and on by Emil 
J. Burcik and Robert C. Newman. Pennsylvania 
State College. Mineral Industries Experiment 
Station. Aug 1953. 24p graphs Available from 
Office of Technical Services, U. S. Dept. of Com- 
merce, Washington 25,D. C. $1.00. PB 111420 | 





The vibrating jet technique has been used to deter- 
mine the effect of organic additives on the rate of 
surface tension lowering. The effect of structure of 
sodium dodecyl sulfate and sodium tetradecyl sulfate 
isomers on the rate of surface tension lowering was 
also investigated. Technical report, Sep 1, 1952 to 
Aug 31, 1953, under Contract Nonr-656(04), NR 992- 
110, 


Indian synthesis: Synthesis of pure nitramines and 


azides. Semi-annual progress eepore covering the 
r Fe oO , under Contrac 


no. Nonr- , by Glenn Si Skinner. Delaware. 
University. Dept. of Chemistry, Newark, Del. Aug 
1954. 12ptable Available from Library of Con- 
= Publication Board Project, Washington 25, 
.C. Microfilm $2.00, Photocopy $2. al 
PB 115066 











Synthesis of n-propyl-, ethyl- and ctiateiineine 

covered as well as plans for some pure azido and 

trinitro compounds of the type R-C(NO9)3. Synthesis 

of 1,6-diamino-2,3 ,4,5-hexanetetrol dihydrochloride. 
/ 


investigation of adhesives: Metal-to-metal ponene 
y Jac urrer an am erlack, 
Chemical Corps. Chemical and Radiological Labo- 
ratories, Army Chemical Center, Md. Apr 1954. 
15p table Available from Office of Technical Ser- 
vices, U. S. Dept. of Commerce, Washington 25, 
D.C. $.50. PB 111445 


The object of the work described in this report was 
to investigate the use of resinous-type adhesives as 
a replacement or alternate for soft solder in bonding 
galvanized steel screens to cold-rolled steel shrouds 
in the tail fin assembly. Tensile tests of the adhe- 
Sives investigated were compared with soft solder 
after storage in three climatic conditions, desert, 
tropical, and arctic. Project 4-91-06-002. CC CRL 
R 254, 








Molecular motion in organosiloxane compounds. 
Final report under Canc NSori-U78s0-NE 052- 
275, by Hugh G. LeClair, James C. Sternberg, 
Eugene G. Rochow. Harvard University. Dept. of 
Chemistry. Sep 1953. 154p diagrs, graphs Avail- 
able from Office of Technical Services, U.S. 
Dept. of Commerce, Washington 25, D. C. $3.00, 

PB 111452 





The question of molecular motion in the solid state 
of organosilicon compounds has been investigated 
by means of the technique of nuclear magnetic re- 
sonance absorption. A radiofrequency spectro- 
meter and permanent magnet have been constructed 
for use in this research. The operation of the 
spectrometer is described and its applicability to 
other types of problems has been discussed. 


Quarterl riodic status report under Contract 
NSort-OBT5. NR-092- 005, by L. Wentworth. 


Massachusetts Institute ot Technology. Hydrogen 
Peroxide Laboratories. Dec 1953. 12p graphs 
Available from Library of Congress, Publication 
Board Project, Washington 25, D.C. Microfilm 
$2.00, Photocopy $2.75. PB 115065 





DIC 6552. 

1. Hydrogen peroxide - Research 2. Hydrogen 
peroxide - Stability 3. Hydrogen peroxide - De- 
composition 4. MIT DIC R 6552. 


Research in the physical and structural analysis of 


high polymers my pomeee card methods. Final 
reper e — ae : ue on- 
ract N6-onr- ° roject NR - 
by Gilbert W. King. Little, Arthur D., Inc., Cam- 
bridge, Mass. May 1953. ‘45p tables "available 
from Office of Technical Services, U.S. Dept. of 
Commerce, Washington 25, D.C. $1.50. 

PB 111485 








C-57848. 
1. Polymers, High - Structure 2. Polymers, High - 
Physical properties 3. Punched card system. 


Solid state properties and catale acuity. Tenth 
per status report, Oct ~Dec : : 
under Contract no. Noonr- - 'y 

Hugh Taylor. Princeton University. Dept. of 
Chemistry. Jan 1954. 5p Available from Library 
of Congress, Publication Board Project, Washing- 
ton 25,D. C. Microfilm $1.50, Photocopy $1.50. 
PB 115107 





For 9th report see PB 114084, 

1, Catalysts, Oxidation 2. Ions - Exchange process- 
es 3. Cyclopropane - Hydrogenation 4. Nitrogen 
oxides - Decomposition 5. Antimony compounds, 
Organic - Decomposition. 


Steric factors in organic chemistry, by Shalom 
~Sarel and Melvin S. Newman. Ohio State Univer- 
sity Research Foundation, Columbus, Ohio. Oct 
1953, 13p tables Available from Office of Tech- 
nical Services, U. S. Dept. of Commerce, Wash- 

ington 25,D. C. $.50. PB 111450 
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The synthesis of a number of acids, alcohols derived 
by reduction, and the acetates of these alcohols is 
described. Physical properties and yields are tabu- 
lated. The rates of alkaline hydrolysis of these ace- 
tates at 20° and 30° in aqueous dioxane have been 
measured and calculations of rate constants and 
thermodynamic properties have been made. Contract 
no. Nonr-495(04), NR-055-298, Technical report no. 
2. RF Project 497, Report no, 1. 


ELECTRICAL MACHINERY 





Electronics 


Crystal units, low frequency, services for research 
and development. Final report under Contract no. 
NObsr-42409, Radio Corporation of America. 
RCA Victor Division, Camden, N. J. Dec 1950. 
210p photos, diagrs, graphs (part fold), tables 
Available from Library of Congress, Publication 
Board Project, Washington 25, D.C. Microfilm 
$7.75, Photocopy $26.50. PB 115057 








The first phase of this investigation consisted of ob- 
taining and testing approximately 100 commercial 
crystal units in the range from 80 KC to 250 KC. 
The second phase of this study comprised fabrication 
and testing of nearly 100 tabulated units of improved 
construction, which were designed to overcome the 
faults of the commercial units. The third phase of 
this investigation consisted of deriving an applicable 
aging prediction formula, which may be employed to 
predetermine whether or not units will meet the 
+.0005% aging requirement in six months. A brief 
study of simultaneous operation of two crystal units 
in series and in parallel was made. 


Diffraction by a strip, by A. Erdélyi and C. H. Papas. 
California Institute of Technology. Electrical En- 
gineering Dept., Pasadena, Calif. Nov 1953. 1lp 
diagr, graph Available from Library of Congress, 
Publication Board Project, Washington 25, D. C. 
Microfilm $2.00, Photocopy $2.75. PB 114771 





Contract Nonr-220(14), NR 071-262. Technical re- 
port no. 1. 

1, Waves, Electromagnetic - Diffraction - Theory 
2. Equations, Integral. 


Examination of thermal characteristics of some cast 
electronic equipment structures with a collateral — 
investigation of bulb temperatures, by George L. 

ott an eller. U.5. al Corps Engi- 
neering Laboratories, Fort Monmouth, N. J. Mar 
1954. 117p photos, drawings, graphs, tables Avail- 
able from Library of Congress, Publication Board 
Project, Washington 25,D. C. Microfilm $5.00, 
Photocopy $15.25. PB 115207 








This memorandum shows various techniques employ- 
ed: cast magnesium chassis, thermal tube shields, 
cold plates and favorable placement of vulnerable 
parts. Dept. of the Army project no, 3-24-06-037, 
Signal Corps project no, 823-0. SCEL TM M-1532. 


Maximum-minimum shift method for measuring 
complex dielectric constants and permeabilities, 
by Ronold King. Harvard University. Cruft Lab- 

oratory. Dec 1953. 33pdiagrs, graphs Available 

from Library of Congress, Publication Board 

Project, Washington 25,D.C. Microfilm $2.50, 

Photocopy $5.25. PB 115165 








An absolute method for measuring dielectric con- 
stants of solids and liquids which is described in the 
literature is generalized to permit the determina- 
tion of both dielectric constant and permeability of 

a moderately low-loss solid or fluid medium. The 
determination of losses involving complex dielectric 
constants and permeabilities is also described. Con- 
tract N5ori-76, Task order no. 1, NR-078-011. HU 
CL TR 192. 


Radar, a report on science at war, released by the 
Joint Board on Scientific Information Policy for 
Office of Scientific Research and Development, 
War Department, Navy Department. U.S. Joint 
Board on Scientific Information Policy. Aug 1945. 
55p Available from Library of Congress, Publi- 
cation Board Project, Washington 25, D. C. 
Microfilm $3.00, Photocopy $7.75. PB 114957 














1, Radar 2. Radar - History 3. Radar - Operation 
4. Radar - Performance 5. Radar - Theory. 





Research in physical electronics. Quarterly prog- 
ress report no. 6 under Contract no. AF TOCOT. 
524 for fhe period 15 Dec 1950 to 15 Mar 1954. 
Illinois. Engineering Experiment Station. Plec- 
trical Engineering Research Laboratory. Elec- 
tron Tube Research Section. Apr 1954. 114p 
photos, drawings, diagrs, graphs Available from 
Library of Congress, Publication Board Project, 
Washington 25,D.C. Microfilm $5.00, Photo- 
copy $15.25. PB 115048 





Contents: Part I. Introduction. - Part Il. High 
speed oscillography and micro-time analysis, by 

H. M. Von Foerster. - 1.1. Time dispersion of 
secondary electrons, by ©. W. Ernst. - 1.2. Space 
charge effect in ultrahigh-frequency modulated 
electron beams. - 2.1. Space charge effects in 
velocity modulated electron beams (Klystron tubes), 
by M. Weinstein. - 2.2. Space charge effects in 
density modulated electron beams (Traveling wave 
tubes), by O. T. Purl. - 2.3. Transmission-line 
tubes, by Vernon J. Fowler. - Part Il. Gaseous 
electronics, by L. Goldstein. 1. Electromagnetic 
wave propagation in anisotropic media. - 1.1. In- 
teraction of electromagnetic waves, cross modula- 
tion and associated effects, by J. M. Anderson. - 
Appendix. Interaction of microwaves in gaseous 
discharge plasmas and the Ramsauer effect.- 1.2. 
Anisotropy due to-magnetic fields, by J. Etter. - 1.3. 
Magneto-electron resonance phenomena, by M. 
Gilden, - 2. Fundamental studies of gaseous dis- 


charges using microwave techniques, by C. L. 
Coates, 


Research services and investigations on subminia- 
ture multielement diodes and bistable elements 
for microtronic circuits. First summary report 
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for period Sep 20, 1951 to Oct 23, 1953, under Con- 
tract no. AF GUE 55, by E. B. Dale and Cc. 5. 


Peet. Battelle Memorial Institute, Columbus, O. 
May 1954. 54p photos, drawing, diagrs, graphs, 
tables Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $3.00, Photocopy $7.75. PB 115054 





This research was undertaken with the objective of 
developing subminiature active elements which could 
be used in a transistorized computer. Semiconduct- 
or devices, particularly of germanium and silicon, 
were to be developed. The program has fallen 
naturally into three phases. These are (1) prepara- 
tion of materials, (2) experiments concerning pheno- 
mena associated with transistor action, and (3) ex- 
perimental preparation and evaluation of devices. 
The research described in this report, which covers 
the first two years of the work, is concerned prima- 
rily with the first two phases. 


Study of certain problems in the field of absorption 
of microwave ene in the atmosphere. Quarter- 
ly progress report tT riod January 13, 1954- 
ApHT 13-1054 under Contract no. AF TOO01-31, 
= Edwin K. Gora. Providence College, Providence, 
R. Il. Apr 1954. 17ptables Available from Lib- 
rary of Congress, Publication Board Project, 


Washington 25, D.C. Microfilm $2.00, Photocopy 
$2.75. PB 115001 











1, Radio waves - Absorption - Theory 2. Mathieu 
functions (Aerodynamics) 3. Atmosphere, Upper - 
Ozone - Microwave absorption. 


Generators, Motors, Transmission 








Accuracy of a self-balanc bridge in the measure- 
ment of microwave er, by 2S eS 
Norman Chasek. Polytechnic Institute of Brooklyn. 
Microwave Research Institute, Brooklyn, N. Y. 

Oct 1952. 41p photos, diagrs, graph, tables Avail- 
able from Library of Congress, Publication Board 
Project,Washington 25, D.C. Microfilm $2.75, 

Photocopy $6.50. PB 115162 


The operation of a self-balancing bolometer bridge 

is analyzed under two separate conditions: c-w 
power measurement and pulsed r-f power measure- 
ment. The c-w analysis includes errors due to: 
changes in amplifier gain, added phase shift in the 
amplifier, capacitive unbalance in the bridge, and 
changes in capacitive unbalance. The error in pulsed 
power measurements due to the nonlinear dependence 
of the bridge feedback factor on bolometer resistance 
is analyzed. Additional problems such as the accur- 
ate measurement of the audio power when the wave- 
form is distorted by the pulsing of the bolometer and 
lock-in of the oscillator by harmonics of the pulse 
repetition frequency under conditions of d-c biasing 
are discussed. Experimental results are given for 
c-w and pulsed power measurements. Research re- 
port R-285-52. Contract no. AF-30(604)-18. Photos 
will not reproduce. PIB 224. 


of metallized-glass-dissipative-wall variable 
wavegu or, by Anthony B. Giordano and 











Richard Bogner. Polytechnic Institute of Brooklyn. 
Microwave Research Institute, Brooklyn, N. Y. 
Apr 1950. 51p drawings, graphs (part fold) Avail- 
able from Library of Congress, Publication Board 
Project, Washington 25, D. C. Microfilm $3.00, 
Photocopy $7.75. PB 115157 


This report deals with the design and development of 
a dissipative-wall waveguide attenuator utilizing 
metallized-glass. Preliminary design data are pre- 
sented, together with a design procedure. Also in- 
cluded is a theoretical analysis of a model and a pro- 
cedure for realizing an optimum design. Report R- 
232-50. Contract no, W28-099-ac-197. PIB 177, 


Development of attenuators (8.2-39.0 kmc) and atte- 
nuation measuring console (0.5-09.0 kmc). Final 
report under Contract no. -ac-197, 
Anthony B. Giordano. Polytechnic Institute of 
Brooklyn. Microwave Research Institute, Brooklyn, 
N. Y. Mar 1953. 77p drawings, diagrs, graphs, 
tables Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $3.75, Photocopy $10.25. PB 115163 











Accomplishments as related to harmonic generators, 
a hetrodyne receiver for microwave attenuation 
measurements, evaluation of bolometer errors, pro- 
duction of metallized-glass film plates, design of 
broadband waveguide attenuators, phase-shift meas- 
urements of attenuators, the development of a 
dissipative-wall waveguide attenuator, and the design 
of an attenuation measuring console are described. 
Report R-313-53. Some pages will not reproduce 
well. PIB 251. 


Development of subminiature high-temperature capa- 
citors. Interim engineerirg report no. 5 for the 
riod 26 Jan 1054 to 50 Apr 1954, under Contract 
no. Ls See, Supplemental agreement no, 
y axton. co Research Labora- 
tory, Newark, N. J. May 1954. 25p Available 
from Library of Congress, Publication Board 


Project, Washington 25, D. C. Microfilm $2.25, 
Photocopy $4.00. PB 115172 











1, Capacitors, High temperature - Subminiature 
2, Capacitors, Plastic dielectric - Stability. 


Engineering study of ferromagnetic structures and 
mate Te by E. Bovey. General Plectric Co. 
General Engineering Laboratory, Schenectady, N.Y. 
Apr 1954. 90p diagrs, graphs Available from Lib- 
rary of Congress, Publication Board Project, 
Washington 25,D. C. Microfilm $4.00, Photocopy 
$11.50, PB 115049 





Twenty-three specimens of the recently developed 
high quality magnetic materials, including ferrites 
and thin gage strip wound cores, were compared in 
preliminary tests by making dynamic hysteresis loops 
and core loss measurements. A new oscillator that 
can be controlled with the low Q inductors to secure 
frequency modulated carriers was developed, and is 
described. Magnetic design data and procedures for 
0,002 inch Supermalloy in the frequency range from 
500 cycles to one megacycle are included. Contract 
no. AF 33(616)-72. AAF WADC TR 54-15. 
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Evaluation of bolometer errors in the measurement 

“oft attenuation using a bolometer detector, and con- 
struction of a bolometer element for waveguide 3°" 
x 1/4** x .040"", by Anthony B. Giordano, botcch- 
nic Institute of Brooklyn. Microwave Research In- 
stitute, Brooklyn, N. Y. 1948. 19p drawings, 
diagrs, tables Available from Library of Congress, 


Publication Board Project, Washington 25, D. C. 
Microfilm $2.00, Photocopy $2.75. PB 115155 














An analysis of the evaluation of bolometer errors in 
the measurement of attenuation using a bolometer 
detector is presented. Factors influencing bolo- 
meter errors are described and experimental results 
are presented. A step-by-step procedure is present- 
ed which describes the construction of a bolometer 
unit for waveguide size 1/2“‘ x 1/4‘‘ x 040. Report 
R-172-48. Contract no, W28-099-ac-197. PIB 118. 


Homopolar generators and liquid metal brushes, a 

- bibliography, by M. Greenhill. Gt. Brit. Ministry 
of Supply. Ktomic Energy Research Establishment. 
1954. 6p Available from British Information Ser- 
vices, 30 Rockefeller Plaza, New York 20, N. Y. 
$.35. PB 115030 





S. O. code no, 70-674-1-69, 

1, Generators - Bibliography - Gt. Brit. 2. Genera- 
tors - Brushes - Bibliography - Gt. Brit. 3. Atomic 
power - Research 4. AERE Inf/Bib 92. 


Metallized film attenuator plates: Production and 
uality control, by Hubert W. Schleuning. Poly- 
techn ute of Brooklyn. Microwave Research 
Institute, Brooklyn, N. Y. Sep 1950. 28p photos, 
drawings Available from Library of Congress, 
Publication Board Project, Washington 25, D. C. 
Microfilm $2.25, Photocopy $4.00. PB 115159 





A detailed account is given of the method used to 
fabricate this type of plate as representative of the 
general process. The quality controls that must be 
exercised during the process of metallization are 
also discussed. The conclusion of this discussion 
deals with problems which have developed with the 
advent of large size attenuator plates. Report R- 
236-50. Contract no. W28-099-ac-197. PIB 181. 


Multiple object tracking system. Final report for 


Air Force Cambridge e Research Center, under Con- 
ract no. 1. Phebco, Inc., Baltimore, 
ay p ‘Sravings, diagrs, graphs 


Available from Library of Congress, Publication 
Board Project, Washington 25,D.C. Microfilm 
$3.75, Photocopy $10.25. PB 115200 








The equipment resulting from this crash program is 
called the Multiple Object Tracking System (MOTS) 
and this system is described in detail herein. This 
report contains a review of the existing MOTS; a list 
of recommended improvements; a detailed descrip- 
tion of a system incorporating the improvements 
recommended; a discussion of the geometry involved; 
a discussion of several aids to data processing, and 
a brief description of a possible long-range tracking 
system. Will not reproduce well. 


New magnetic servo amplifier, by J. W. Kallander, 
U.S Naval Wascazck Laboratory. Jun 1954, 29p 
photos, diagrs, graphs Available from Office of 
Technical Services, U. S. Dept. of Commerce, 
Washington 25, D. C. $1.00. PB 111442 





This paper presents two new magnetic servo am- 
plifiers. One is merely presented, since its com- 
ponents seriously limit its usefulness. The other 
is described in considerable detail. Qualitative and 
quantitative analyses based on the volt-time integ- 
ral method are given for this amplifier. Oscillo- 
grams of the load current of a typical ac-controlled 
high-impedance amplifier are given. The open- 
loop frequency characteristics of this amplifier 
when driving a two-phase servo motor are also 
given. NRL R 4373. 


On the uniformity of evaporated metallic film atte- 
nuator plates, by Hubert W. Schleuning. Poly- 
technic Tastifute of Brooklyn. Microwave Re- 
search Institute, Brooklyn, N. Y. Sep 1951. 59p 
drawings, graphs, tables Available from Library 
of Congress, Publication Board Project, Washing- 
ton 25,D. C. Microfilm $3.00, Photocopy $7.75. 

PB 115160 





Some theoretical investigations have been made to 
determine what distribution can be expected, and 
what might cause variations in that distribution. 
Experimental work carried on to improve uniform- 
ity of distribution is discussed. Report R-252-51, 
Contract no. NObsr-43360. Index no. NE-100-402. 
PIB 193, 





Production of metallized film glass attenuator 
plates, by Cliiford 1. Graham and Hubert W. 
Silsene. Polytechnic Institute of Brooklyn. 
Microwave Research Institute. Nov 1949. 43p 
photos, drawings, diagrs Available from Library 
of Congress, Publication Board Project, Washing- 
ton 25, D. C. Microfilm $2.75, Photocopy $6.50. 

PB 115127 


A detailed account is given of the methods used to 
fabricate the plates, the thermal evaporation in 
vacuum process of forming the metallic resistive 
film, and a brief discussion of the means for check- 
ing the per square resistance of some types of com- 
pleted plates. Contract no. W28-099-ac-197. Re- 
port R-227-49. PIB 172. 


Transistorized wrist-radio. U.S. Signal Corps 
Engineering Laboratories, Fort Monmouth, N. J. 
Jan 1954. 3pdiagr Available from Office of 
Technical Services, U. S. Dept. of Commerce, 
Washington 25,D.C. $.25. PB 111461 





1, Radio receivers - Miniaturization 2. Transistors 
- Uses, 


Two D. C. bridges for bolometer power measure- 

ments, by Her . Car ugene Torgow. 
chnic Institute of Brooklyn. Microwave 
Research Institute, Brooklyn, N. Y. Jun 1951, 
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15p diagrs, graph Available from Library of Con- 
gress, Publication Board Project, Washington 25, 
D.C. Microfilm $2.00, Photocopy $2.75. 

PB 115158 





Two laboratory models of equal arm d.c. Wheat- 
stone bridges circuits for use with r.f. bolometer 
power meters are described. These bridges, while 
lacking the convenience of direct reading bridge cir- 
cuits, are easily designed and constructed as bread- 
board models, and can therefore be readily modified 
to accommodate bolometer elements of different re- 
sistance values. They are simple to operate and 
yield rapid and accurate power measurements. Re- 
port R-248-51, Contract no. W28-099-ac-503. PIB 
189, 


Miscellaneous 


Design of cyclotron magnets, by Martyn H. Foss. 
arnegie Institute of Technology. Dept. of Physics, 
Pittsburgh, Pa. Jun 1948, 154p diagrs, graphs, 
tables Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $6.25, Photocopy $20.25. PB 114984 





Contract N7-onr-303, Task order L Thesis - 
Carnegie Institute of Technology. 

1, Cyclotrons - Magnets - Design 2. Magnetic 
fields - Measurement 3. Magnetic fields - Mathe- 
matical analysis 4. Magnets, Three dimensional - 
Mathematical analysis 5. Coils - Magnetic field. 


Double-beam waveguide arrays, by H. Gruenberg. 
National Weasarck Council mi Canada. Radio and 
Electrical Engineering Division. Apr 1954. 10p 


diagrs, graphs Available from National Research 
Council, Ottawa 2, Canada. $.25. PB 115027 


In a practical radar application it was required to 
design a slotted waveguide array with a radiation 
pattern containing two, and only two, identical beams 
making equal and opposite angles with the array nor- 
mal, It is shown that this is possible, but only for a 
restricted range of squint angles. NRCC 3337. 
NRCC ERA 269. 


Excitation of an aircraft wing by means of a coupling 
oR antenna, by J. Y. Wong. Nation esearc 
ounc anada. Radio and Electrical Engi- 
neering Division. Apr 1954. 14p diagrs, graph 

Available from National Research Council, Ottawa 

2, Canada. $.25. PB 115028 





In this report an attempt is made to provide a partial 
explanation of the mechanism of operation by consi- 
dering the system as an electromagnetic diffraction 
problem. Expressions are derived for the effective 
height of the coupling loop, and quantitative results 
are included to show the variation of the effective 
height with cylinder shape. NRCC 3339. NRCC ERA 
270. 


G roblem in antenna theory, by Ronold King. 
Warrard University. Craft a bereman Dec 1953. 





21p diagrs Available from Library of Congress, 
Publication Board Project, Washington 25, D.C. 
Microfilm $2.25, Photocopy $4.00. PB 115166 


The so-called gap problem in antenna theory is con- 
sidered critically. It is shown that whereas there 
exist problems related to transmission-line end- 
effect and coupling between antenna and line, there 

is no gap, and hence no gap problem, when a physi- 
cally realizable complete transmitting system is 
considered rather than an antenna with a fictitious 
mathematically convenient driving mechanism. Con- 
tract N5ori-76, Task order no. 1, NR-078-011. HU 
CL TR 194, 


Linear cu amplifier, by William G. Long, Jr. 
. 5. Naval Research Laboratory. Aug 1954. 27p 
diagrs, graphs Available from Library of Con- 
gress, Publication Board Project, Washington 25, 
D.C. Microfilm $2.25, Photocopy $4.00. 
PB 115138 


The two primary purposes of the receiver multi- 
coupler investigation are to establish the relation- 
ships existing between the parameters of a multi- 
coupler and the individual circuit variables, and to 
develop standard methods and techniques for evalu- 
ating the performance of a multicoupler. From the 
information obtained from this investigation, the 
limitations and optimum performance of a multi- 
coupler can be determined, and comparison of ex- 
isting units will be simplified. NRL R 4396. 


Motion of electrons in two combined magnetic fields, 
by Sven Gosta Nilsson. Sweden, Kungl. Tekniska 
Hdgskolan, Stockholm, 1953. 22p diagr, graphs 
Available from Library of Congress, Publication 
Board Project, Washington 25,D.C. Microfilm 
$2.25, Photocopy $4.00. PB 115061 





Acta polytechnica 137 (1954) Electrical engineering 
series vol. 5, no. 5. Also published as Kungliga 
Tekniska Hégskolans Handlingar nr. 72. 

1, Equations of motion - Sweden 2, Electrons - 
Motion - Theory - Sweden 3. Electrons - Magnetic 
moments - Sweden. 


Progress report no. XIV, June to Dec 1953. Mass- 
achusetts Institute of Technology. Laboratory for 
Insulation Research. Dec 1953. 85p drawings, 
diagrs, graphs, tables Available from Library of 
Congress, Publication Board Project, Washington 
25, D.C. Microfilm $4.00, Photocopy $11.50. 

PB 114956 





O.N.R. Contracts N5ori-07801, N5ori-07858. 

1, Spectroscopy, Dielectric 2. Ferromagnetism - 
Research 3. Magnetite - Properties 4. Dielectric 
research 5. Barium titanate - Spectrographic 
analysis 6. Crystals, Barium titanate - Stress 
analysis 7. Crystals - Growth 8. Molecules - Col- 
lisions 9. Magnetometers - Design 10. Radio 
waves - Absorption - Measuring equipment. 


Simple microwave power bridge empl a cali- 
_ brated decade box, by Leonar eet. Polytechnic 
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Institute of Brooklyn. Microwave Research Insti- 
tute, Brooklyn, N. Y. Jul 1952. 7pdiagr Avail- 
able from Library of Congress, Publication Board 
Project, Washington 25,D. C. Microfilm $1.50, 
Photocopy $1.50. PB 115161 


A bridge which uses a calibrated decade resistance 
box to measure microwave power is described. The 
precision and accuracy of the device are analyzed. 
The unit is extremely simple to assemble and put 
into operation. Report R-274-52. Contract no. AF- 
30(604)-18. PIB 213. 


Study of the earth’s electrical field. Cornell Aero- 
nautical Laboratory, Inc., Builalo, N. Y. Under 
Contract no. AF 19(122)-467, by David H. Garber. 
Order separate parts described below from Lib- 
rary of Congress, Publication Board Project, 
Washington 25, D. C., giving PB number of each 
part ordered, 





Ninth quarterly report for period May 1, 1953 to 
Jul 31, 1953. Nov 1953. 12p photos, drawing, 
diagr Microfilm $2.00, Photocopy $2.75. 

PB 115167 


1. Terrestrial magnetism - Measurement 

2. Atmosphere - Electricity - Measuring equip- 
ment 3. Instruments, Measuring - Magnetic 

4. Instruments, Meteorological 5. CAL RA- 
764-P-9. 


Eleventh quarterly report for period Nov 1, 1953 
to Jan 51, 1954. Mar 1954, 9pdiagr Microfilm 
$1.50, Photocopy $1.50. PB 115168 


1, Terrestrial magnetism - Measurement 
2. Recorders, Wind direction - Design 3. Instru- 


ments, Measuring - Magnetic 4. CAL RA-764- 
P-11. 


Twelfth quarterly report for period Feb 1, 1954 
to Apr 30, 1954. May 1954. 6p Microfilm $1.50, 
Photocopy $1.50. PB 115169 


1, Terrestrial magnetism - Measurement 
2. CAL RA-764-P-12, 


Survey of phase changers used in the microwave re- 
eon, by Helen M. Altschuler. Polytechnic Institute 
rooklyn. Microwave Research Institute, 
Brooklyn, N. Y. Aug 1948. 20p drawings, diagrs 
Available from Library of Congress, Publication 
Board Project, Washington 25, D. C. Microfilm 
$2.00, Photocopy $2.75. PB 115156 





The purpose of this report is to set forth the various 
major methods of achieving a phase shift in the form 
of a survey of the work already accomplished in this 
field. Results are given qualitatively. Report R- 
175-48. Contract no. W-33-038-ac-18115. PIB 20. 


Use of positive keep-alive voltage with the 1B27 TR 
tube, by John L. Carter and Irving Reingold. U.S. 
Signal Corps Engineering Laboratories, Fort Mon- 
mouth, N. J. Jun 1954. 6p tables Available from 
Library of Congress, Publication Board Project, | 





Washington 25, D. C. Microfilm $1.50, Photocopy 
$1.50. PB 115255 


A study of effectiveness and operational character- 
istics of the 1B27 TR tube to aid in design: of deep 
boxing systems for guided missile and beacon ap- 
plications. Dept. of the Army project no, 3-19-03- 
032. Signal Corps project no. 323B. SCEL TM 
M-1587, 


Waveguide circuit theory: Coupling of waveguides by 
apertures, by Nathan Marcuvitz. Polytechnic In- 
stitute of Brooklyn. Microwave Research Institute, 
Brooklyn, N. Y. 1947. 84p diagrs, graphs Avail- 
able from Library of Congress, Publication Board 
Project, Washington 25, D. C. Microfilm $4.00, 
Photocopy $11.50. PB 115154 





Network parameters that characterize several typi- 
cal wave-guide structures are determined theoreti- 
cally, particularly equivalent circuit parameters that 
describe the coupling of various types of wave guide 
by apertures of circular, elliptical, and slit shapes. 
The transmission line and associated mode descrip- 
tion of the uniform wave guides is developed in the 
presence of both transverse and longitudinal dis- 
continuities. The introduction of voltage and current 
to describe the dominant mode in a wave guide per- 
mits the development of a ‘‘Kirchoff analysis’’ of 
general wave guide structures in terms of network 
equations characterized by an impedance or admit- 
tance matrix. The dependence of the values of the 
impedance elements on the choice of terminal planes 
is discussed. Report R-157-47. Report originated 
at M. I. T. Radiation Laboratory under OSRD spon- 
sorship, and was completed under Contract W28-099- 
ac-146. PIB 106. 


FUELS AND LUBRICANTS 





Aircraft material specification: High temperature 

rease. Gt. Brit. Ministry of Supply. Feb 1954. 

. drawings Available from British Information 
Services, 30 Rockefeller Plaza, New York 20, N. Y. 


$.30. PB 114955 


1, Greases, High temperature - Specifications 
2. MS DTD MS 878. 


Betrieb-vorschrift fir den acetylenbrenner. I: An- 
fahren des acetylenbrenners, nummern {, zweig 2 
(Work instructions for the acetylene distiller. I: 
ae he acetylene burner, no. f, sec. 2). I. G. 

ar ndustrie, A. G., Oppau, Ger. Oct 1942. 11f 
table (Text in German) Available from Library of 
Congress, Publication Board Project, Washington 
25, D.C. Microfilm $2.00, Enlargement Print 
$4.00. PB 115146 














1, Acetylene - Distillation - Germany 2. Distillation 
- Apparatus - Germany 3. Micro BIOS FD 11/47 
frames 24000065-75. 


Effects of chemically active additives on boundary 





lubrication of steel by silicones, by 5. F. Murray 
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and Robert L. Johnson. U.S. National Advisory 
Committee for Aeronautics. Aug 1954. 24p photos, 
diagr, graphs, tables Available from National Ad- 
visory Committee for Aeronautics, 1512 “H’’ St., 
N. W., Washington 25, D. C. PB 115039 


Conventional chemically active additives and more 
active compounds such as peroxide were investigat- 
ed. Conventional additives were not effective, but 
more active materials such as the peroxide did give 
effective lubrication. However, all the chemically 
active-type additives were inferior to the solvent- 
type additions. NACA TN 3257. 


Increased thermal efficiency of solid fuel through 
gasification: Technical progress in the U.S. A. 
and in Europe. Organisation for European Econo- 
mic Cooperation, Paris. Feb 1954. 100p drawings, 
diagrs, tables Available from Organisation for 
European Economic Cooperation, Publications 
Office, 2002 P Street, N. W., Washington 6, D.C. 
$1.50. PB 115153 











1, Fuels, Solid - Gasification 2. Gasification - 
Apparatus 3. OEEC TAR PRA/CR/WP 3(53)1. 


Isolation of vanadium porphyrins from crude Vene- 
zuelan lagunillas oil, by C. C. Overberger and 
Isidore Danishefsky. Polytechnic Institute of 
Brooklyn. Jul 1952. 27p graphs, tables Available 
from Library of Congress, Publication Board 
Project, Washington 25,D. C. Microfilm $2.25, 
Photocopy $4.00. PB 115265 








Technical report II under Contract N6onr-263, T/O 
IV, NR 057-089, 

1, Lagunillas oil - Furification 2. Petroleum - 
Vanadium content 3. Porphyrin - Infrared absorp- 
tion 4. Porphyrin - Ultraviolet absorption 5. Por- 
phyrin - Purification 6. Vanadium - Recovery from 
petroleum. 


Ldsungsmittel fir acetylen (Solvent for acetylene), 
by Holdermann. I. G. Farbenindustrie, A. G., 
Oppau, Ger. Jul 1943. 3f (Text inGerman) Avail- 
able from Library of Congress, Publication Board 
Project, Washington 25, D. C. Microfilm $1.50, 
Enlargement Print $1.75. PB 115147 





Includes Neues aus der acetylen-und kohlen-oxyd 
chemie, by Reppe. TEA sitzung 26-9-44. 

1, Acetylene - Solvents - Germany 2. Carbon mon- 
oxide - Chemical properties - Germany 3. Acety- 
lene chemistry - Germany 4. Micro BIOS FD 15/4", 
frames 1-3. 


Production of transformer oil by hydrogenation of 

~ Swedish shale oll, by Ben Braae. Royal Swedish 
Academy of Engineering Sciences. 1954. 80p 
photos, drawings, diagrs, graphs, tables Available 
from Library of Congress, Publication Board 
Project, Washington 25,D.C. Microfilm $3.75, 
Photocopy $10.25. PB 115060 





Appreciably better hydrogen absorption was obtained 
when using catalysts produced on the basis of moly- 





bdenum and tungsten. Continuous hydrogenation ex- 
periments on a small scale showed that hydrogenated 
products, could be obtained when using fixed contacts 
produced by shaping and pressing of active molybdenum 
compounds, Comparative ageing trials in transfor- 
mers showed that the transformer oil produced from 
hydrogenated shale oil was comparable in all the 
more important respects with and equally good as 
oils produced from mineral oil. Acta polytechnica 
136 (1954) Chemistry including metallurgy series 
vol. 3, no. 9. Also published as Ingenidrsvetenskap- 
sakademiens Handlingar nr. 211. 


Report of the Fuel Research Board with the report 
of the Director of Fuel Research for the year 1953. 
Gt. Brit. Dept. of Scientific and Industrial Re- 
search. Fuel Research Board. 1954. 71p photos, 
drawings, graphs, tables Available from British 
Information Services, 30 Rockefeller Plaza, New 
York 20,N. Y. $.65. PB 115197 








S. O. code no. 47-10-0-53. 

1, Fuel - Research - Gt. Brit. 2. Coal - Carboniza- 
tion - Gt. Brit. 3. Coal - Gasification - Gt. Brit. 

4, Fischer-Tropsch process - Gt. Brit. 


Washability studies of four Virginia coals, compiled 
by Carl Shelton, Jr. Virginia. Engineering Ex- 
periment Station, Blacksburg, Va. Jul 1954. 39p 
map, diagrs, graphs, tables Available from Vir- 
ginia Polytechnic Institute, Blacksburg, Va. $.25. 

PB 115113 





Bulletin of the Virginia Polytechnic Institute, Vol. 
XLVI, no. 9. 
1. Coal - Washing 2. V EES B 94. 


HIGHWAYS AND BRIDGES 


Design of flexible pavements. Presented at the 
thirty-third annual meeting, January 12-15, 1954. 
Highway Research Board, 1954. p photos, 
drawings, diagrs, graphs, tables Available from 
Highway Research Board, 2101 Constitution Ave., 
N. W., Washington 25, D.C. $1.05. PB 115114 








Contents: Triaxial tests in analysis of flexible pave- 
ments, by Chester McDowell. - Flexible-pavement 
design as revised for heavy traffic, by L. D. Hicks. 
- Flexible-pavement design by the group-index 
method, by W. C. Davis and W. G. Jones. - Modified 
C.B.R. flexible-pavement design, by D. J. Olinger. - 
Designing flexible pavements (Virginia), by D. D. 
Woodson, - Flexible-pavement design correlated 
with road performance, by Delbert L. Lacey. 

1, Pavements, Flexible - Design 2. Pavements, 
Flexible - Tests 3. Soils - Compaction 4. HRB RR 
16-B 5. NRC 321. 


| INSTRUMENTS | 


Automatic digital computation: Proceedings of a 
Symposium held at the National Physical Labora- 
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tory on March 25, 26, 27 & 28, 1953. International 
Symposium on Automatic Digital Computation, 3d, 
Teddington, England, 1953. 1954. 296p photos, 

diagrs, graphs, tables Available from British In- 


formation Services, 30 Rockefeller Plaza, New 
York 20,N. Y. $4.75. PB 115129 


S. O. code no, 48-126. Contents: Opening address, 
by D. R. Hartree. - British machines: 1. The Pilot 
ACE, by J. H. Wilkinson. - 2. The EDSAC, by M. V. 
Wilkes. - 3. Operating and engineering experience 


gained with LEO, by J. M. M. Pinkerton. - 4. MADAM, 


by F.C. Williams. - 5. MOSAIC, the ‘‘Ministry of 
Supply automatic computer,’’ by A. W. M. Coombs. - 
6. NICHOLAS, by N, D. Hill. - 7. Advance notes on 
RASCAL, by E. J. Petherick. - 8. The TRE high- 
speed digital computer, by R. H. A. Carter. - Pro- 
gramming: 9. Optimum coding, by G. G. Alway. - 
10. Microprogramming and the choice of order code, 
by J. B. Stringer. - 11. Conversion routines, by E. N. 
Mutch and S. Gill. - 12. Getting programmes right, 
by S. Gill. - Design: 13. Special requirements for - 
commercial or administrative applications, by T. R. 
Thompson, ~ 14, Input and output, by D. W. Davies. - 
15. Echelon storage systems, by D. O. Clayden. - 16. 
Serial digital adders for a variable radix of notation, 
by R. Townsend, - The utilization of computing ma- 
chines, I: 17. Mathematics and computing, by A. van 
Wijngaarden, - 18, Linear algebra on the pilot ACE, 
by J. H. Wilkinson. - 19, Numerical solution of ordi- 
nary differential equations, by L. Fox and H. H. 
Robertson. - 20. Solution of partial differential equa- 
tions, by N. E. Hoskin. - The utilization of computing 
machines, II: 21. Mathematical tables, by E. T. 
Goodwin. - 22. Applications of electronic machines 
in pure mathematics, by J. C. P. Miller. - 23. Ap- 
plication of automatic computing machines to statis- 
tics, by K. D. Tocher. - 24. General discussion on 
‘Machine utilization.”’ - Circuitry and hardware: 

25. Gates and trigger circuits, by W. W. Chandler. - 
25a. Parallel ferroresonant triggers, by J. Garcia 
Santesmases,. - 26. Mercury delay line storage, by 
M. A. Wright. - 27. Applications of magnetostriction 
delay lines, by R. C. Robbins and R. Millership. - 
28. Cathode ray tube storage, by T. Kilburn. - 29. 
Memory studies and other developments at the 
National Bureau of Standards, by Ralph J. Slutz. - 
Servicing and maintenance: 30, Preventive or cura- 
tive maintenance, by E. A. Newman. - 31, Experience 
with marginal checking and automatic routining of 
the EDSAC, by M. V. Wilkes, M. Phister, Jr. and 

S. A. Barton. - 32. Diagnostic programmes, by R. L. 
Grimsdale. - 33. Component reliability in a comput- 
ing machine at Manchester University, by A. A. 
Robinson, - Medium size digital computing machines: 
34. The Harwell computer, by E. H. Cooke- 
Yarborough. - 35. The APE(X) C: A low cost elec- 
tronic calculator, by A. D. Booth. - 36. The Elliott- 
NRDC Computer 401, a demonstration of computer 
engineering by packaged unit construction, by W. S. 
Elliott, H. G. Carpenter, and A. St. Johnston. - 37. 
Medium -size decimal computing machine, by N. 

Kitz. - 38. Design requirements of a low-cost com- 
puting machine, by K. D. Tocher. - Appendices: I. 
Alphabetical list of organizations represented and 
their delegates. - IL. Alphabetical list of delegates. 


Automatic power monitor, by Edward C, Scott. U.S. 
Air Force. Air Research and Development Com- 





mand, Rome Air Development Center, Griffiss 
Air Force Base, Rome, N. Y. Jul 1954. 20p 
photos, diagrs (1 fold) Available from Library of 
Congress, Publication Board Project, Washington 
25, D.C. Microfilm $2.00, Photocopy $2.75. 

PB 115257 


Development of a reliable compact automatic power 
monitor is now complete. This item is capable of 
giving a continuous and accurate indication of power 
level. It is recommended as a built-in component 
of radar sets operating in the range of 500 to 10,000 
megacycles per second. Adaptation to other ranges 
is possible. AAF RADC TR 54-38, 


Axial focusing magnetic beta-ray spectrometer of 

high luminosity, resus power and precision, 
with proton-resonance-stabilized homogeneous 

Tiel without iron) comprising the theory, cesigh, 
construction, and tests of the new instrument, by 
Jesse W, M. DuMond, Louis Bogart, James L. 
Kohl, David E. Muller and James R. Wilts. 
California Institute of Technology. Norman Bridge 
Laboratory of Fhysics, Pasadena, Calif. Mar 
1952. 99p photos, drawings, diagrs, graphs (1 
fold) tables Available from Library of Congress, 
Publication Board Project, Washington 25, D.C. 
Microfilm $4.50, Photocopy $12.75. PB 115191 

















Special technical report no. 16 on Contract no, N6- 
onr-244, T. O. IV, NR 017-602: Fundamental re- 
search in spectroscopy of short wave-length X-rays 
and gamma-rays. Appendix I. Magnetic field 
stabilizing equipment. - Appendix Il. Helmholtz 
coils for removing the earth’s field. 

1, Spectrometers, Beta ray - Design 2. Spectro- 
meters, Beta ray - Theory 3. Spectrometers, Beta 
ray - Tests 4. Magnetic fields - Stabilization - 
Equipment 5. Resonators, Helmholtz. 


Computer components fellowship no. 347. Quarter- 
ly report no. 2, second series Jan 1, 1954 to Mar 
ae ThSd. under Contract CLN AF 19(604)943, md 
a z Bowman, F. A. Schwertz, M. N. Haller, A. 
Milch, B. Moffat, Te Ee Steinback, J. J. Mazenko. 
Mellon Institute of Industrial Research, Pitts - 
burgh, Pa. 1954. 105p photos, drawings, graphs, 
tables Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $4.75, Photocopy $14.00. PB 114976 








Contents: Sec. I. Electroluminesrence, - Sec. II. 
Nonlinear resistor switching matwices. - Sec. II. 
Bistable optical elements. - Sec IV. Printed cir- 
cuitry via xerography. - Sec. V. Saturable trans- 
formers as gates. - Sec. VI. Conductive glass re- 
sistors. 

1, Computers, Digital - Components 2. Resistors, 
Glass - Use in digital computers 3. Electro- 
luminescence 4, Circuits, Electronic - Printed 

5. Electrophotography 6. Transformers, Saturable 
- Use as gates 7. Light - Sources 8. Stannic 
chloride - Reactions 9, Vacuum systems - Design. 


Difference frequency meter, by B. E. Bourne. Na- 
tional Research Council of Canada. Radio and 
Electrical Engineering Division. May 1954. 6p 





- 201 - 








photos, diagr Available from National Research 
Council of Canada, Ottawa, Canada. $.10. 
PB 115292 


A method of comparing two frequencies and deter- 
mining the difference and the higher of the two is 
described, The report deals with frequencies in the 
range from zero to approximately 5000 cycles. The 
frequency comparison is made on a digital basis and 
is measured by an analog method for presentation on 
ameter. NRCC ERB 334. NRCC 3314, 


Experimental study evaluating structure-borne and 
air-borne vibrations. Engineering report no, 6 un- 
der Contract NTonr-3200F- Project Nie 264-000, by 
Chester A. Arents. “YWilinois Institute of Technology. 
Dept. of Mechanical Engineering. Dec 1953. 43p 
diagrs, graphs Available from Library of Con- 
gress, Publication Board Project, Washington 25, 
D.C. Microfilm $2.75, Photocopy $6.50. 

PB 114929 








1, Vibration - Measurement 2. Vibration - Measur- 
ing equipment 3, Sound, Underwater - Transmission 
- Research 4. Mountings, Vibration. 


Factors affecting the precision and accuracy of an 
absolute noise thermometer, by E. Walters Hogue. 
U. 5. National Bureau of Standards. Jul 1954. 64p 
diagrs, graphs (part fold) Available from National 
Bureau of Standards, Washington 25, D. C. 

PB 115254 








An evaluation of the principal factors affecting the 
precision and accuracy of an absolute thermometer, 
which uses thermally generated noise in conductors 
as a measure of temperature. Theoretical discus- 
sion of the limiting sensitivity of electrical measur- 
ing circuitry: the basic design of the apparatus and 
the calculation of precision to be expected. NBS 
3471, 


Full-wave detection of signals in noise, by Noel Stone 
and David Middleton. Harvard University. Cruft 
Laboratory. Aug 1953. 84p graphs, table Avail- 
able from Library of Congress, Publication Board 
Project, Vashington 25,D.C. Microfilm $4.00, 
Photocopy $11.50. PB 115164 





The experimental background for the theoretical 
problems to be investigated is first reviewed, and 
then a brief sketch of the classical detection prob- 
lem is included. A signal-to-noise ratio is defined, 
and the principle results of the study are summariz- 
ed and discussed in some detail, with the important 
quantities in the derivation of the output signal-to- 
noise ratio after full-wave rectification, for input 
background noise of gaussian statistics, being ob- 
tained from the correlation function for the output. 
Contract N5-ori-76, Task order I, NR-078-011. HU 
CL TR 182, 


Interim report on the Naval Research Laboratory 
high-current Ue a? by J. D. Shipman, M. 
R. McCraven, and R, V. Talbot. U.S. Naval Re- 


search Laboratory. Jul 1954. 13p photos, draw- 








ings, graph Available from Library of Congress, 
Publication Board Project, Washington 25, D.C, 
Microfilm $2.00, Photocopy $2.75. PB 115234 


By the use of extended electrodes and special final 
dynode and collector geometries it has been pos- 
sible to provide sufficient output current to drive 
low impedance coaxial lines to the level required to 
drive a cathode-ray tube directly. Present work is 
directed toward the construction of a number of 
Similar tubes having improved characteristics. 
NRL R 4404, 


Microwave Q meter study, by Max Sucher. Poly- 
technic Institute of Brooklyn. Microwave Re- 
search Institute. Dec 1952. 17pdiagrs Available 
from Library of Congress, Publication Board 
Project, Washington 25, D. C. Microfilm $2.00, 
Photocopy $2.75. PB 115126 





Two methods are described which are particularly 
suitable for measuring the Q of echo boxes. The 
relative merits of the two methods are briefly dis- 
cussed at the end of the report. Contract no. AF 
30(120)-490, Task no, 13. Research report R-295- 
52. PIB 234. 


Numerical analysis. Progress report no. 8, Jul 1 
1953 to Dec 1 1953, Se Contract Noori-07130 
NR 044 O01, by J. P. Nash. Illinois. University. 
Digital Computer Laboratory, Urbana, Il. Dec 
1953. 4p Available from Library of Congress, 
Publication Board Project, Washington 25, D. C. 
Microfilm $1.50, Photocopy $1.50. PB 114939 


2 





1, Computers, Digital 2. ILLIAC (Digital computer), 


Precision water level recorder for small-scale hy- 
draulic models, by Robert G. Paquette and John H. 
Lincoln. Washington. University. Dept. of Ocean- 
ography, Setalle, Wash. May 1954. 10p drawing, 
diagr, graph Available from Library of Congress, 
Publication Board Project, Washington 25, D. C. 
Microfilm $1.50, Photocopy $1.50. PB 114971 








Technical report no. 32. Contract N8onr-520/111, 
Project NR 083 012. 

1. Recorders, Water level - Design 2. Tides - 
Depth - Measurement 3. Instruments, Oceano- 
graphic - Design 4. WU OR 54-18. 


Radio-frequency accelerating system for the Cor- 
nell 1-bev synchrotron, by P. R. Shifflett, J. 
Brotzman, and R. V. Talbot. U.S. Naval Research 
Laboratory. Aug 1954. 72p photos, diagrs, graphs, 
tables Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $3.75, Photocopy $10.25. PB 115204 








This report describes the design and development 
of an rf oscillator and modulator system for use 
with an electron synchrotron. The effects of a 
large beam charge on the cavity, and hence on the 
oscillator, are discussed. The characteristics of 
various coupling methods are presented. Operating 
and maintenance procedures are given. NRL R4419. 
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Ratio quantizer, by A. M. King, J. T. McLane, and 
C. G. Myers. U.S. Naval Research Laboratory. 
Jan 1953. 61p diagrs, graphs, tables Available 


from Library of Congress, Publication Board 
Project, Washington 25,D. C. Microfilm $3.25, 


Photocopy $9.00. PB 115041 
A new computing circuit has been developed which 
performs both the function of division and that of 
analog-to-digital conversion and possesses high in- 
herent accuracy without requiring the precise ad- 
justment or matching of any component values. The 
inputs to the circuit are the two voltages represent- 
ing the ratio to be calculated, and the output consists 
of two trains of pulses. The relative number of 
pulses counted at the two outputs over a given length 
of time represent the ratio in digital form, and the 
theoretical accuracy with which these counts may 
define the ratio is limited only by the size of the 
totals accumulated before the digital division is 
performed. NRL R 4085. 


Volumetric glassware, scientific aspects of design 
and accuracy. Gt. Brit. National Physical Labo- 
ratory. 1954. 24p graphs, tables Available from 
British Information Services, 30 Rockefeller 
Plaza, New York 20, N. Y. $.40. PB 115131 





S. O. code no, 48-120-6, 

1, Volume - Measuring equipment - Standardization - 
Gt. Brit. 2. Glassware, Laboratory - Standards - 
Gt. Brit. 3. Instruments, Measuring - Glass - 
Standardization - Gt. Brit. 4. NPL NAS 6. 


LUMBER AND WOOD PRODUCTS 


— a = ; 


Extraction and purification of the wood preservative 
constituent of onage orange, by Roderick A. Barnes. 
Rutgers University. School of Chemistry, New 
Brunswick, N. J. Nov 1953. 18p Available from 
Office of Technical Services, U. S. Dept. of Com- 
merce, Washington 25,D.C. $.75. PB 111458 








Contract Nonr-632(00), Project NR 356-291, 
1, Toxylon pomifera 2. Stilbene, 2, 4, 3‘, 5‘ - 
Tetrahydroxy 3. Wood - Extractives. 


Prevention of decay of wood in boats, by J. G. Savory, 
with a contribution on electrochemical attack, by 
D. F. Packman. Gt. Brit. Dept. of Scientific and 
Industrial Research. Forest Products Research 
Board. 1954. 32p photos, tables Available from 
British Information Services, 30 Rockefeller 
Plaza, New York 20, N. Y. $.50. PB 115130 








S. O. code 47-68-31. 

1, Wood - Decay 2. Wood - Preservatives - Use - 
Gt. Brit. 3. Wood - Electrochemical deterioration - 
Gt. Brit. 4. Metals - Electrochemical properties - 
Gt. Brit. 5. Hulls, Wooden - Decay - Gt. Brit. 

6. DSIR FPR 31, 


Report of the Forest Products Research Board with 
the Report of the Director of Forest Products Re- 











search for the year 1953. Gt. Brit. Dept. of 
Scientific and Industrial Research. Forest Pro- 
ducts Research Board. 1954. 76p photos, graphs, 
tables Available from British Information Ser- 
vices, 30 Rockefeller Plaza, New York 20, N. Y. 
$.75. PB 115002 





S. O. code no, 47-74-0-53. 

1. Forests and forestry - Research - Gt. Brit. 

2. Woodworking - Research - Gt. Brit. 3. Wood - 
Research - Gt. Brit. 








MACHINERY 
Case study data on productivity and factory perform- 
ance: Fertilizer. U.S. Bureau of Labor Statistics. 


May 1954. ‘5p photos, drawings, graph, tables 
Available from U. S. Bureau of Labor Statistics, 
Washington 25, D. C. PB 115051 


Prepared for the Foreign Cperations Administration, 
Industrial and Technical Assistance Division. 

1, Fertilizers and manures - Manufacture 2. BLS 

R 63. 


Case study data on productivity and factory perform- 
ance: Irons, hot plates and Space heaters (Elec- 
= as U.S. Bureau of Labor Statis- 
tics. May - 213p photos, drawings, diagr, 
graph, tables Available from U.S. Bureau of 
Labor Statistics, Washington 25,D.C. PB 115050 








Prepared for the Foreign Operations Administration, 
Industrial and Technical Assistance Division. 

1, Irons, Electric - Manufacture 2. Plates, Hot - 
Manufacture 3. Heaters, Electric - Manufacture 

4. BLS R 61. 


Cutting speed for a given tool life versus depth of 

cut when Shaping am with ee 
tools, by L. V. Colwell and R, E. McKee. chigan, 
University. Engineering Research Institute, Ann 
Arbor, Mich. Apr 1953. 28p graphs, tables Avail- 
able from Office of Technical Services, U. S. Dept. 
of Commerce, Washington 25, D.C. $1.00. 

PB 111475 








The objectives of the tests reported were to deter- 
mine the sensitivity to depth of cut and cutting speed 
for a given tool life, when shaping titanium and its 
alloys. Only high-speed-steel tools were used for 
the tests. Report no. 9. Contract no. DA-20-018- 
ORD-11918. Project M993. WAL R401/109-9. 


Determination of a safety allowance, by C. Tompkins. 
Engineering Research Associates, Inc., Arlington, 
Va. Aug 1949. 7ptable Available from Library 
of Congress, Publication Board Project, Washing- 
ton 25, D. C. Microfilm $1.50, Photocopy $1.50. 

PB 115195 





Contract N6onr-24001. 


1, Supplies - Scheduling 2. Engines - Parts - Stock 
piles. 
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Flow and a channels, a pictorial review. 
ornia echnology. rodynamics 
Laboratory, Pasadena, Calif. May 1949. 14p 
photos, drawing, diagr Available from Library of 
Congress, Publication Board Project, Washington 
25,D.C. Microfilm $2.00, Photocopy $2.75. 
PB 115283 


Contract N6onr-244, Task order II, Project NR 062- 
010. 

1, Water tunnels - Equipment 2. Pumps, Centrifugal 
- Design 3. Impellers, Centrifugal - Design. 


Machining studies by radiometric methods, by Francis 
J. Daasch, Stanley L. Eisler, and W. Dennis 
McHenry. U.S. Arsenal, Rock Island, Il. May 
1954, 25p photos, graphs, tables Available from 
Office of Technical Services, U. S. Dept. of Com- 
merce, Washington 25, D.C. $.75. PB 111473 





Wear studies by radiometric methods were conduct- 
ed with both high-speed steel and carbide cutting 
tools when machining two different compositions of 
annealed work material, FS4340 and FS86B45. In 
this investigation, wear studies were also made un- 
der various speed and feed conditions with two work 
materials (FS4340 and FS86B45) and two types of 
tool material (18-4-1 high-speed steel and carbide). 
Report no. 4. RIAL R 54-1752, 


Reduc tool and tool service costs with a tool loan 
receipt system, by C. A. Horst. Virginia. Engi- 
neering Experiment Station, Blacksburg, Va. Jun 
1954. 30p photos, diagrs Available from Virginia 
Polytechnic Institute, Blacksburg, Va. $.25. 

PB 115112 








Bulletin of the Virginia Polytechnic Institute, Vol. 
XLVI, no. 8. 

1, Tools - Costs 2. Tools - Shop records 3. V EES 
B 93. 


Selected industrial films: Shop practice, machinery 





case of the entrance stages of high capacity axial 
flow compressors. Examples of this case are work- 
ed out and discussed from the aspect of present de- 
sign practice. Acta polytechnica 142 (1954) Physics 
and applied mathematics series, vol. 2, no. 9. Also 
published as Kungliga Tekniska H&8gskolans Hand- 
lingar nr. 14. 


W4rmebilanz eines rdhren spaltofens zur umsetzung 
von KW mit H9Op (Heat balance of a tubular fur- 
nace for double decomposition of hydrocarbon with 
steam), by Knobloch. I. G. Farbenindustrie A. G., 
Oppau, Ger. Dec 1941. 6f drawing, tables (Text 
in German) Available from Library of Congress, 
Publication Board Project, Washington 25, D.C. 
Microfilm $1.50, Enlargement Print $2.75. 

PB 115145 











1, Furnaces, Tubular - Design - Germany 2. Hydro- 
carbons - Cracking - Germany 3. Micro BIOS FD7/ 
47, frames 180000097-102. 


MEDICAL RESEARCH AND PRACTICE 


Effects of air transportation on various clinical con- 
ditions: Reactions of psychiatric patients to air 
transportation, by Benjamin A, Strickland, Jr., 
and Charles Ferris. U.S. Air Force. School of 
Aviation Medicine, Randolph Field, Texas. May 
1954. 9p diagr, tables Available from Library of 
Congress, Publication Board Project, Washington 
25, D.C. Microfilm $1.50, Photocopy $1.50. 

PB 115173 








The preparation and handling of psychiatric patients 
being transported by air are discussed. The major 
diagnostic groups among the psychiatric cases are 
tabulated and the incidence of symptoms is given. 
AAF SAM Proj 21-40-002, Report no. 4. 


Mechanisms of altitude adaptation: The effect of 





and machine tools: A list and description of films 
available to business from industrial, commercial, 
and government sources. U.S. e echnical 
Serves Aug 1954. 26p Available from Office of 
Technical Services, U. S. Dept. of Commerce, 

Washington 25,D.C. $1.00. PB 111361 











1, Motion pictures, Educational - Bibliography 

2. Machine tools - Motion pictures - Bibliography 
3. Machinery - Motion pictures - Bibliography 

4. Machine shop practice - Motion pictures - Bib- 
liography 5. OTS SIF 15. 


Vortex flow in axial turbo machines, by Jan R. 
Schnittger. Sweden. Kungl. Tekniska Hdgskolan, 
Stockholm. 1954. 6lp diagrs, graphs, tables 
Available from Library of Congress, Publication 
Board Project, Washington 25, D. C. Microfilm 
$3.25, Photocopy $9.00. PB 115064 





The design problem has been solved by integration of 
the equation of radial equilibrium in the interspace 
of the blade rows. Special emphasis is laid on the 


adrenalectomy on cardiac output of parabiotic and 
single ren by Bernhard Hoelscher. U. 5. Air 
orce. School of Aviation Medicine, Randolph 
Field, Texas. Jun 1954. 10p photo, tables Avail- 
able from Library of Congress, Publication Board 
Project, Washington 25,D.C. Microfilm $1.50, 
Photocopy $1.50. PB 115296 





A comparative study of the effect of adrenalectomy 
on parabiotic and single rats was made, These 
findings are interpreted with respect to the exist- 
ence of a parabiotic barrier for the transmission 
through the anastomosis of adrenal steroids. AAF 
SAM Proj 21-1201-0001, Report no. 7. 


Method for estimating toxicity limitation on selec- 
- tion of candidate fire oxen agents, by 
ephen Krop. U.S. Chemical Corps. Medical 
Laboratories, Army Chemical Center, Md. Jul 
1953. 10ptables Available from Office of Tech- 


nical Services, U. S. Dept. of Commerce, Wash- 
ington 25, D. C. $1.00. PB 111412 





- 204 - 














Project no. 4-61-14-002. 

1, Fire extinguishers - Toxicity 2. Carbon dioxide - 
Toxicity 3. Carbon tetrachloride - Toxicity 

4. Methane, Bromo - Toxicity 5. Methane, Bromo- 
chloro - Toxicity 6. Methane, Bromotrifluoro - 
Toxicity 7. Methane, Dibromodifluoro - Toxicity 

8. CC MD SR 26. 


Nervous control of shivering, a shivering suppressor 
mechanism of the brain stem, by Allan Hemingway, 
Paul Forgrave and Lucy Birzis. U.S. Air Force. 
Arctic Aeromedical Laboratory, Ladd Air Force 
Base, Alaska. Jun 1954. 25p drawings, diagrs, 








graphs, tables Available from Library of Congress, 


Publication Board Project, Washington 25, D. C. 
Microfilm $2.25, Photocopy $4.00. PB 115089 


The main part of the investigation has consisted of a 
mapping of the points in the brain stem from which 
shivering suppression can be evoked by electrical 
stimulation. Electromyograms, graphs and tables 
are included, Bibliography attached. Contract no. 
AF 19(600)-358. AAF SAM Proj 22-1301-0009, Re- 
port no. 1. 


Relationship between pH and the activity of choline- 
sterase from flies, by Leigh E. Chadwick, J. Byron 
Lovell, Virginia E. Egner. U, S. Chemical Corps. 
Medical Laboratories, Army Chemical Center, Md. 
Apr 1953. 17p graphs, tables Available from Lib- 
rary of Congress, Publication Board Project, 
Washington 25, D. C. Microfilm $2.00, Photocopy 
$2.75. PB 115092 








Data covered are: Historical and theoretical, and 
experimental. Results are given accompanied by 
tables and graphs. Bibliography attached. CMLRE- 
ML-52. Project no, 4-65-20-001. CC MD RR 181, 


Some aspects of the mechanism of respiratory failure 
in diisopropyl fluorophosphate pois oning in dogs, by 
Barnett Berman, with the technical assistance of 
Thomas F. Young, Matthew Asbornsen, Grace Reed. 








U.S. Chemical Corps. Medical Laboratories, Army 
Chemical Center, Md. Apr 1953. 33p graphs, tables 


Available from Library of Congress, Publication 
Board Project, Washington 25, D. C. Microfilm 
$2.50, Photocopy $5.25. PB 115093 


Phenomena concerned with respiration were studied 
in anesthetized dogs given intravenous DFP by sim- 
ultaneously recording intrapleural pressures, tidal 
and minute ventilation volumes, the electrocardio- 
gram, and the electrical activity of four respiratory 
muscles, Results and conclusions are given. Graphs 
attached. CMLRE-ML-52. Project no. 4-59-12-007. 
CC MD RR 182. 





Some effects of a lethal dose of X-radiation upon 
memory: A case history study, by Sylvan J. Kaplan 
and George Gentry. U. é. Air Force. School of 
Aviation Medicine, Randolph Field, Texas. Jun 
1954. 18p photo, tables Available from Library of 
Congress, Publication Board Project, Washington 
25,D.C. Microfilm $2.00, Photocopy $2.75. 

PB 115297 





It is concluded that a lethal dose of x-radiation 
(1,000 r) does not entirely destroy the monkey’s 
memory for a learned task. Manifestations of re- 
tention were obtained from between 8 hours follow- 
ing radiation until 21 hours before death. Survival 
time for the four monkeys studied ranged between 
151 and 168 hours. Contract no. AF 18(600)-165. 
AAF SAM Proj 21-3501-0003, Report no. 2. 


METALS AND METAL PRODUCTS 


Activation energy for recrystallization in rolled 





Silver, by Krishan K. Tangri and D. 5. Eppelshei- 
mer. Missouri. University. School of Mines and 
Metallurgy, Rolla, Mo. Jun 1954. 19p graphs, 
tables Available from School of Mines and Metal- 
lurgy, University of Missouri, Rolla, Mo. 

PB 114978 


Builetin, Technical series, no. 83. 
1, Silver - Recrystallization. 





Additional static and fatigue tests of high “strength 
aluminum -alloy bolted joints, by E. C. Hartmann, 
Marshall olt A I. D. Eaton. U.S. National Ad- 
visory Committee for Aeronautics. Jul 1954. 
42p photos, drawings, diagrs, graphs, tables 
Available from National Advisory Committee for 
Aeronautics, 1512 ‘‘H’’ St., N. W., Washington 25, 
D. C. PB 115012 


Static and fatigue tests were made on a few types 

of joints in 75S-T6, 24S-T4, and 14S-T6 high- 
strength aluminum -alloy extruded bar. Compari- 
sons are made with the results of earlier tests. 
For earlier report see NACA TN 2276 (PB 102865). 
NACA TN 3269. 


Brazing titanium to titanium and to mild and stain- 
Tess steels, by W. J. Lewis, G. E. Faulkner, P. J. 
Rieppel, C. B. Voldrich, Battelle Memorial In- 
stitute, Columbus, Ohio. Dec 1953. 57p photos, 
diagrs, tables Available from Office of Technical 
Services, U. S. Dept. of Commerce, Washington 
25,D.C. $1.50. PB 111434 





The brazing characteristics of titanium when joined 
to titanium, mild steel, and stainless steel were 
studied. Joints between these materials were in- 
duction brazed, torch brazed, and furnace brazed 
with commercial and experimental brazing alloys. 
Induction-brazed joints produced higher strengths 
than furnace- and torch-brazed joints. Joints in 
titanium were more easily brazed by all methods 
and using all alloys than those between titanium and 
mild and stainless steels. High-strength joints in 
titanium were obtained using titanium-base experi- 
mental brazing alloys, but ductility was poor. Con- 
tract no. AF 33(038)-23338, RDO 615-20(C-J). 
Second summary report, Jun 21, 1952 to Nov 21, 
1953, For lst report see PB 111244. AAF WADC 
TR 52-313, part 2. 
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Chip formation of titanium, by L. V. Colwell and 
. M. Caddell, chigan. University. Engineer- 
ing Research Institute, Ann Arbor, Mich. Jul 1953. 
3lp photos Available from Office of Technical 


Services, U. S. Dept. of Commerce, V ashington 25, 
D.C. $1.00, PB 111481 


Tests were run on a shaper and a milling machine, 
the general procedure being to complete the cutting 
stroke at such a point that a chip would be left intact 
with the work specimen. Photomicrographs of these 
chip formation specimens were then obtained, and 
are presented in this report. Project M 993. Con- 
tract DA 20-018-ORD-11918. MU ERI 15. WAL 
R401/109-15, 


Cutting force and surface finish when broaching holes 
in titanium Serer Peed Stee moors ey R. E. 
McKee and W’, W. G rt. Michigan. University. 
Engineering Research Institute, Ann Arbor, Mich. 
May 1953. 22p photos, drawings, graphs, table 
Available from Office of Technical Services, U.S. 


Dept. of Commerce, Washington 25, D. C. $.75. 
PB 111499 








This report compares the performance of a standard 
design of internal broach with a similar broach de- 
signed as a result of extensive surface broaching 
tests. It also verifies that titanium alloys could be 
successfully broached with high-speed-steel 
broaches. Project M993. Contract no. DA-20-018- 
ORD-11918, MU ERI 24, WAL R401/109-24, 


cute forces and surface finish when broaching 


anium with RS eae by R. E. 
Me ee ° Gilbert chigan. University. 


Engineering Research Institute, Ann Arbor, Mich. 
May 1953. 16p graphs, table Available from Office 
of Technical Services, U. S. Dept. of Commerce, 
Washington 25, D. C. $.50. PB 111476s 





This report provides results of tests on RC-130A 
titanium in the surface broaching operation. It may 
be used for comparisons with the results on Ti-75A, 
Ti-150A, and RC-130B. Project M993. Contract no. 
DA 20-018-ORD-11918. MU ERI 28. WAL R401/ 
109-28. 





Cutting forces and surface finish when broachin 
tanium with high-s oc to by L. V. Colreltane and 
R. E, McKee, c niversity. Engineering 
Research Institute, yoy ‘Arbor, Mich. May 1953. 
53p photos, graphs, tables Available from Office of 
Technical Services, U. S. Dept. of Commerce, 
Washington 25,D.C. $1.75. PB 111476 


Project M993. Contract no. DA-20-018-ORD-11918, 
Ordnance project no. TB4-15. 

1, Titanium - Machinability 2. Titanium alloys - 
Machinability 3. Titanium - Broaching 4. Titanium 
alloys - Broaching 5. Tools, Cutting - Surface finish 
6. Tools, Cutting - Cutting force - Measurement 

7. Machines, Broaching 8. MU ERI 10. 


Cc temperature of titanium as compared to steel, 
L. V. well an addell, chigan, 





University. Engineering Research Institute, Ann 
Arbor, Mich. Jul 1953. 8p graphs, table Avail- 
able from Office of Technical Services, U. S. Dept, 
of Commerce, Washington 25, D.C. $.25. 

PB 111482 


This report presents the cutting temperatures of 
titanium and steel as affected by feed and depth of 
cut, and compares these results with previous data 
on tool life for the same work materials. Project 
M993. Contract DA-20-018-ORD-11918. MU ERI 
16. WAL R401/109-16. 


Deep hole drilling of titanium and its alloys, by 





W. W. Gilbert and P, R. Visser. Michigan. Uni- 
versity. Engineering Research Institute, Ann 
Arbor, Mich. Jul 1953. 21p photos, drawings, 
graphs, tables Available from Office of Technical 
Services, U. S. Dept. of Commerce, Washington 
25,D.C. $.75. PB 111492 


The object of this investigation was to determine 
the feasibility of deep-hole-drilling titanium and its 
alloys, and to find the optimum cutting conditions. 
Project M993. Contract no, DA-20-018-ORD-11918. 
MU ERI 21. WAL R401/109-21, 


Drilling of titanium and its alloys, by W. W. Gilbert 
IEW. Vilser- Wibigas. University. Engi- 
neering Research Institute, Ann Arbor, Mich. 
Jul 1953. 40p photos, graphs, table Available 
from Office of Technical Services, U. S. Dept. of 
Commerce, Washington 25, D. C. $1.25. 
PB 111490 


The object is to obtain force and tool-life data on 
drilling titanium and its alloys, and to ascertain 

the best drill design and cutting practice. Torque, 
thrust and drill-life characteristics were investi- 
gated. The effect of cutting fluids was also tested. 
Project M993. Contract no, DA-20-018-ORD-11918, 
MU ERI 20. WAL R401/109-20. 


Effect of side rake angle and size of cut when turn- 
ing titanium grades Ti-75A and RC-130A with 
high-speed-steel tools, by L. V. Colwell. Michi- 
gan. University. Engineering Research Institute, 
Ann Arbor, Mich. Aug 1953. 46p graphs, table 
Available from Office of Technical Services, U.S. 
Dept. of Commerce, Washington 25, D.C. $1.50. 

PB 111500 











The object of this study was to evaluate the effect 
of tool side-rake angle and size of cut when turning 
titanium grades Ti-75A and RC-130A with high- 
speed-steel tools. Supplement to reports no, 3 and 
4 (PB 111297 and 112962). Project M993. Contract 
no. DA-20-018-ORD-11918. MU ERI 26. WAL 
R401/109-26, 


Exploratory study of the metal bond of aluminum 
titanate and of mullite, by Margaret Pausewang. 
Ohio State University Research Foundation, Col- 
umbus, Ohio. Mar 1953. 10p Available from 
Office of Technical Services, U. S. Dept. of Com- 
merce, Washington 25, D.C. $1.00. PB 111436 
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The good high-temperature properties of mullite are 
well known, and recent investigations have indicated 
that stabilized aluminum titanate might make a good 
ceramic component for a cermet body. This report 
covers an exploratory study of the metal bonding of 
these two materials, one of which is an aluminum 
silicate and the other an aluminum titanate. Contract 
no. AF 33(616)-3, RDO no. 506-67. AAF WADC TR 
53-145. 


Face milling titanium; effect of position of cutter and 
work, by W. W. Gilbert and C. H. Good. Michigan. 
University. Engineering Research Institute, Ann 
Arbor, Mich. Jul 1953, 10pdiagrs, graphs Avail- 
able from Office of Technical Services, U. S. Dept. 
of Commerce, Washington 25,D.C. $.50. 

PB 111495 





This report shows the effect of chip thickness at en- 
trance and exit of the cut on chipping and tool life. 
The thicknesses will be changed by varying the posi- 
tion of the cutter with respect to the work. Project 
M993. Contract no. DA-20-018-ORD-11918. MU 
ERI 23B. WAL R401/109-23B. 


Face milling titanium; tool-life tests on titanium al- 
loys, by W. W.. Gilbert and C. H. Good. Michigan. 
University. Engineering Research Institute, Ann 
Arbor, Mich. Jul 1953. 18p photos, graphs Avail- 
able from Office of Technical Services, U. S. Dept. 
of Commerce, Washington 25, D.C. $.75. 
PB 111497 





These tests were made to evaluate the machinability 
of titanium alloys Ti-75A, RC-130B, Ti-150A, and 
Ti-150B when face milled using the best cutting con- 


ditions. Project M993. Contract no. DA-20-018-ORD- 


11918. MU ERI 23D. WAL R401/109-23D. 


Forum on corrosion research. Digests of papers pre- 





sented at the National Academy of Sciences, Novem - 





ber 9 and 10, 1949, 1949. 2p photos, drawings, 


graphs, tables Available from Library of Congress, 


Publication Board Project, Washington 25, D. C. 
Microfilm $3.75, Photocopy $10.25. PB 115046 


Contents: Welcoming address, by T. J. Killian. - I. 
Electrochemical fundamentals: Electrical double 
layer, by D. C. Grahame. - Metal-solution interface 
potentials, by D. MacGillavry, Jr. - Polarographic 
studies of corrosion phenomena, by P. Van Ryssel- 
berghe. - II. Passivity and inhibitor studies: Elec- 
tron sharing and the nature of passivity, by H. H. 
Uhlig. - Passivity studies in stainless steel and other 
metal systems, by M. G. Fontana. - Passivity ex- 


change adsorption, and inhibitors, by N. Hackerman., - 


Ill, Corrosion mechanisms and kinetics: Thermody- 
namics and mechanisms of corrosion reactions, by 
D. S. McKinney and J. C. Warner. - Biometallic cor- 


rosion in neutral electrolytes, by C. W. Borgmann and 


R. T. Koenig. - Corrosion of metals in contact with 
liquids, by G. R. Hill. - Corrosion studies on alumin- 
ium and magnesium and their alloys, by W. Beck. - 
IV. High-temperature corrosion studies: Diffusion 
mechanisms during oxidation, by M. T. Simnad. - 
Surface film formation at elevated temperatures, by 
M. G. Fontana. - Oxidation studies in Fe-Cr alloys, 
by H. J. Yearian. - Reactions of gases with metals at 


high temperatures, by D. C. Cubicciotti, Jr. - Cor- 
rosion and erosion reactions at elevated tempera- 
tures, by W. J. Moore. - Oxidation of metals at 
elevated temperatures, by H. H. Uhlig. 


High-resolution autoradiography, by George C. 
Towe, Henry J. Gomberg and J. W. Freeman, 
U. S. National Advisory Committee for Aeronau- 
tics. Jul 1954, 140p photos, diagrs, graphs, 
tables Available from National Advisory Com- 
mittee for Aeronautics, 1512 ‘‘H’’ St., N. W., 
Washington 25, D. C. PB 115011 





This investigation was made to adapt wet-process 
autoradiography to metallurgical samples to obtain 
high resolution of segregated radioactive elements 
in microstructures. The radioactive samples in- 
cluded carbon-14 carburized iron and steel, nickel- 
63 electroplated samples, a powder product contain- 
ing nickel-63, and tungsten-185 in N-155 alloy. 
NACA TN 3209. 


Mechanical propercs of mactnanty program 
work materials, by L. V. Colwell a re Ce 
Truckenmiller. Michigan. University. Engineer- 
ing Research Institute, Ann Arbor, Mich. Jun 1953. 
24p photos, drawing, graphs, tables Available 
from Office of Technical Services, U. S. Dept. of 
Commerce, Washington 25,D.C. $.75. 

PB 111296s 





Additional tests for physical properties of work 
materials were made as follows; tensile tests of 
titanium alloys Ti-130A and Ti-150B; combined 
compression-torsion tests of titanium alloys Ti-75A, 
RC -130B, and Ti-150A, type 304.stainless and 1045 
steels; tension impact tests on titanium alloys Ti- 
75A, RC-130A, RC-130B, Ti-150A, and Ti-150B, 
type 304 stainless and 1045 steels. The results of 
these tests are presented. Project M993. Contract 
no. DA-20-018-ORD-11918. MU ERI 25. WAL 
R401/109-25. 


Phosphate coating retention during cold extrusion of 
artillery shells, by Jodie Doss and W. Dennis 
cHenry. U.5. Arsenal, Rock Island, ll. Jun 
1954. 14p photos, tables Available from Library 
of Congress, Publication Board Project, Washing- 
ton 25, D. C. Microfilm $2.00, Photocopy $2.75. 
PB 115180 





Steel slugs which had been through the first step of 
the 105 mm shell extrusion process were prepared 
for the second step by precleaning, phosphating in a 
radioactive phosphating bath and applying a lubricat- 
ing soap film. Counting rates before and after ex- 
trusion were determined and the percentage of re- 
tained phosphate coating was calculated. Ordnance 
project no. TB4-302D, Report no. 12. Dept. of the 
Army project no. 593-14-006. RIAL R54-2086, 


Production of sound ductile joints in molybdenum. 





Fifth progress report for period Jan 30 to July 17 
1950 —— Contract no. AF 35(616)-10, by M. r 
Jacobson, D. C. Martin, and C. B. Voldrich. 
Battelle Memorial Institute, Columbus, Chio. 
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Jul 1953. 21p photos, drawings, diagrs, graph, 
tables Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $2.25, Photocopy $4.00. PB 115184 





An investigation of the production of sound and ductile 
welded joints and brazed joints in Mo is presented. 

A slotted-type tension specimen was developed for 
determining the shear strength of brazed joints. The 
results showed that the best noncobalt-base alloy was 
inconel, The best Co-base alloy was Haynes Alloy 
25. 





Reaming titanium 75A, 130B, and 150A with high- 

speed-steel machine reamers, by W. W. Gilbert. 
Michigan. University. Engineering Research In- 
stitute, Ann Arbor, Mich. May 1953. 31p photos, 
diagrs, graphs Available from Office of Technical 
Services, U. S. Dept. of Commerce, Washington 25, 
D.C. $1.00. PB 111489 





The objectives of this study were to investigate the 
feasibility of reaming titanium alloys Ti-75A, Ti- 
150A and RC-130B with high-speed-steel machine 
reamers; to determine the effects of tool angles, 
cutting fluids, depth of cut, feed rate, and cutting 
speed.on surface finish, power required, reamer 
condition, and hole size; and to recommend operat- 
ing conditions for optimum values of surface finish, 
power required, reamer condition, and hole size. 
Project M993. Contract no, DA-20-018-ORD-11918. 
MU ERI 19. WAL R401/109-19, 


Research and development of metals and alloys for 
low temperature applications, by Panel on Metals 
for Use at Low Temperatures. National Research 
Council. Division of Engineering and Industrial 
Research. Minerals and Metals Advisory Board. 
Apr 1954. 77p Available from Office of Technical 
Services, U. S. Dept. of Commerce, Washington 25, 
D.C. $2.00. PB 111453 








Chairman: Allen Latham, Jr. 

1, Low temperature research 2. Alloys, Ferrous - 
Effect of low temperature 3. Alloys, Nonferrous - 
Effect of low temperature 4. Metals - ' ow tempera- 
ture 5. Steel - Brittle failure 6. Steel - Low tem- 
perature tests 7. MMAB-65-M. 


Study of the tangential and normal cutting forces pro- 
duced when ra titanium, by L. 7 Colwell 
and R, M. Caddell, chigan. University. Engi- 
neering Research Institute, Ann Arbor, Mich. Jul 
1953. 33p graphs, tables Available from Office of 


Technical Services, U. S. Dept. of Commerce, 
Washington 25, D.C. $1.00. PB 111479 





One series of tests was made to investigate the ef- 
fects of feed, width of cut, and back rake angle on the 
forces in question. A second group of tests was con- 
ducted to find the influence of the cutting velocity on 
the same two forces. All tests reported were run on 
a milling machine without the use of cutting fluids. 
Project M993. Contract DA-20-018-ORD-11918. MU 
ERI 13. WAL R401/109-13, 





Supplemental report on shaping titanium RC-130A 
and the effect of feed rate aot depth of cut on the 
relationship of Spec to tool life, by R. E. McKee 
an -~W.G rt. chigan. University. Engi- 
neering Research Institute, Ann Arbor, Mich. Jun 
1953, 22p graphs, tables Available from Office of 


Technical Services, U. S. Dept. of Commerce, 
Washington 25, D.C. $.75. PB 111501 








Reports study to determine relative and actual 
cutting speed for high-speed-steel tools when shap- 
ing titanium RC-130A as compared to SAE 1045 
steel and the titaniums Ti-75A, RC-130B, and Ti- 
150A, and to determine the effect of feed and depth 
of cut on cutting speed. Project M993. Contract 
no. DA-20-018-ORD-11918. MU ERI 27. WAL 
R401/109-27. 


Surface finish of titanium as compared with steel 
en and turning), by L. V. Colwell and R. M. 
addell. Michigan. University. Engineering Re- 
search Institute, Ann Arbor, Mich. Jun 1953. 31p 
graphs, tables Available from Office of Technical 


Services, U. S. Dept. of Commerce, Washington 
25,D.C. $1.00. PB 111483 





One series of tests was performed on a shaper. All 
conditions were held constant except the feed which 
was checked at four different rates. Other tests 
(turning) were made on a lathe. The effects of feed 
rate and cutting velocity were investigated. Project 
M993, Contract no. DA-20-018-ORD-11918. MU 
ERI 17. WAL R401/109-17. 


Survey of portions of the chromium -cobalt-nickel- 
molybdenum quaternary system at 1200" C, by 
Shelton Paul tidecat ae Paul A. Beck. U.S. 
National Advisory Committee for Aeronautics. 
1953. 40p photos, diagrs, graphs, tables Available 
from Superintendent of Documents, Government 
Printing Office, Washington 25, D.C. $.35. 

PB 115081 





Supersedes NACA TN 2683 (PB 106815). 

1, University of Notre Dame. Dept. of Metallurgy, 
Notre Dame, Inc. 2. NACA TN 2683 Revised 

3. NACA 1122. 





Tapping of titanium and its alloys, by W. W. Gilbert. 
Michigan. University. Engineering Research In- 
stitute, Ann Arbor, Mich. Aug 1953. 22p photos, 
graphs, tables Available from Office of Technical 
Services, U.S. Dept. of Commerce, Washington 
25,D.C. $.75. PB 111484 


Project M993. Contract no. DA-20-018-ORD-11918, 
Ordnance project no. TB 4-15. 

1, Titanium - Tapping - Tests 2. Titanium alloys - 
Tapping - Tests 3. Taps (Tool) - Tests 4. Cutting 
fluids 5. Tools, Cutt - Life expectancy 6. MU 
ERI 18 7. WAL R 401/109-18, 


Ta titanium; var tap des cutt fluid 
c speed, an read depth, by W. W.G rt. 














Michigan. University. Engineering Research In- 
stitute, Ann Arbor, Mich. Aug 1953. 22p graphs, 
tables Available from Office of Technical Services, 
U. S. Dept. of Commerce, Washington 25, D. C. 
$.75. PB 111493 


Report no. 22, Froject M993. Contract no. DA-20- 
018-ORD-11918, 

1. Titanium - Tapping - Tests 2. Taps (Tool) - 
Design 3. Tools, Cutting - Cutting speed 4. Cutting 
fluids 5. WAL R 401/109-22. 


Turning titanium with sintered carbide tools, by L. V. 

“Colwell. Michigan. University. Engineering Re- 
search Institute, Ann Arbor, Mich. Jun 1953, 31p 
graphs Available from Office of Technical Ser- 
vices, U. S. Dept. of Commerce, Washington 25, 
D.C. $1.00. PB 111480 





The purpose of this study was to determine the wear 
characteristics of carbide tools when used for turn- 
ing operations on titanium. The variables studied 
were speed, feed rate, rake angles, and grade of car- 
bide. Project M993. Contract no. DA-20-018-OnRD- 
11918. MU ERI 14. WAL R 401/109-14. 


Vibratory compacting of metal and ceramic ders 
by W. on Belt R. om Dillender, H. R. Lominac, 
L. W. Long, E. G. Manning. North Carolina State 
College. Dept. of Engineering Research, Raleigh, 
N.C. Apr 1953. 47p drawings, diagrs, graphs, 
tables Available from Office of Technical Services, 
U. S. Dept. of Commerce, Washington 25, D. C. 
$1.50. PB 111435 


The scope of this experimental program covers the 
packing of three non-plastic powders by the use of 
vibrations in the low, medium and high frequency 
ranges. The results of packing by these methods 
were compared with packing of similar powders by 
hydrostatic pressing. The powders selected for this 
work were pure alumina, an alumina-chromium cer- 
met and a titanium carbide-nickel cermet. The 
types of vibration sources used were: mechanical, 
electrical-mechanical, pneumatic, magnetostrictive, 
and exponential horn driver units. Contract AF 33- 
(616)-73, RDO no, 463-7. AAF WADC TR 53-193. 


Work hardening of titanium alloys by drilling, by 
W. W. Gilbert. Michigan. University. Engineer- 
ing Research Institute, Ann Arbor, Mich. Jun 1953 
20p diagr, graphs, tables Available from Office of 
Technical Services, U. S. Dept. of Commerce, 
Washington 25, D. C. $.75. PB 111491 





Study investigates the degree and depth of work- 
hardening of titanium and its alloys as compared 
with stainless and medium carbon steels when 
drilling under various conditions. Project M993. 
Contract no. DA-20-018-ORD-11918. Ordnance 
project no. TB 4-15. MU ERI 20A. WAL R 401/ 
109-20A, 


X-ray diffraction study of zinc phosphate coatings on 
steel, by James W. McGarvey and Paul G. Cham- 
berlain. U. S. Arsenal, Rock Island, Ill. May 1954. 





3l1p photos, drawing, graphs, tables Available 
from Office of Technical Services, U. S. Dept. of 
Commerce, Washington 25, D.C. $1.00. 

PB 111486 


Both the tetrahydrate and the dihydrate were studied 
to determine the causes of the loss of adherence of 
tertiary zinc phosphate to steel surfaces. Transi- 
tion studies were made in the change of tetrahydrate 
to dihydrate at temperatures up to 310°F and under 
vacuua of 10-5 microns of mercury. Further in- 
vestigation was recommended. Ordnance project 
no. TB 4-302D, Report no. 11. Dept. of the Army 
project no. 593-14-006. RIAL R 54-1633, 


METEOROLOGY AND CLIMATOLOGY 


Auxiliary weather stations in states bordering the 
Gulf of Mexico, by Guy A. Franceschini and 
George W. Reynolds. Texas. Agricultural and 
Mechanical College. Dept. of Oceanography, 
College Station, Texas. May 1954. 32p maps (1 
fold), tables Available from Library of Congress, 
Publication Board Project, Washington 25, D.C. 
Microfilm $2.50, Fhotocopy $5.25. PB 115177 








Contract AF 19(604)-169, Scientific report no. 4. 
A & M Project 44, Reference 54-43T. 

1. Weather stations - Gulf of Mexico 2. Meteoro- 
logy - Gulf of Mexico. 


Determination of atmospheric winds and tempera- 
ture in the 30-60 km region by acoustic means, a 
study of annual and diurnal variation. Final re- 
port under Contract no. AF 19(122)-252, by 
William B. Kennedy and Lee Brogan. Denver. 
University. Denver Research Institute, Denver, 
Colo. Jun 1954. 108p maps, diagrs, graphs, 
tables Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $4.75, Photocopy $14.00. PB 115015 














1. Winds, Chemospheric - Measurement 2. Atmos- 
phere, Upper - Temperature - Measurement 

3. Acoustic measurements 4. Chemosphere - 
Research, 


Diffusion and dissociation of molecular oxygen in 
the atmosphere above 100 km, by P. Mange. 
Pennsylvania State University. Ionosphere Re- 
search Laboratory, State College, Pa. Jun 1954, 
69p graphs Available from Library of Congress, 
Publication Board Project, Washington 25, D.C. 
Microfilm $3.25, Photocopy $9.00. PB 115186 








Contract no. AF 19(122)-44, 

1, Atmosphere, Upper - Oxygen content 2. Oxygen 
- Dissociation 3. Ionosphere - Research 4. PSC 
IRL SR 64. 


Essay on development, by Sverre Petterssen. 
Chicago. University. Dept. of Meteorology. 
May 1954. 22p map, diagrs, table Available 
from Library of Congress, Publication Board 
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Project, Washington 25, D.C. Microfilm $2.25, 
Photocopy $4.00. PB 115021 





Contract no. AF 19(604)-390. Technical report no. 3. 
1, Cyclones - Development. 


Initial value problems in a double Couette flow, by 
Paul Queney. California. University. Dept. of 
Meteorology, Los Angeles, Calif. Jan 1954, 118p 
diagrs, graphs Available from Library of Con- 
gress, Publication Board Project, Washington 25, 
D.C. Microfilm $5.00, Photocopy $15.25. 

PB 115016 





Scientific report no. 1 under Contract no, AF 19- 
(604)-728, Autobarotropic flow project. 

1, Couette flow 2. Flow, Barotropic - Theory 

3. Fourier analysis 4. Equations, Integral 5. Fres- 
nel integrals 6, Mathematical equations and solu- 
tions. 


Lunar semi-diurnal oscillation in the ionospheric 
absorption of 150 kc/s radio waves, by A. P. Mitra. 
Pennsylvania State University. Ionosphere Re- 
search Laboratory, State College, Pa. Jul 1954, 
36p diagrs, graphs, tables Available from Library 
of Congress, Publication Board Project, Washing- 
ton 25,D. C. Microfilm $2.50, Photocopy $5.25. 

PB 115187 








Contract no. AF 19(122)-44. 

1, Radio waves - Absorption - Ionosphere 2. Atmos- 
phere, Upper - Ionization 3. Oscillations, Lunar - 
Effects 4. Ionosphere - D-layer - Absorption - 
Measurements 5. PSC IRL SR 65. 


On periodic barotropic flow patterns whose mean 
velocity profile is initially sinusoidal, by Leon 
Sherman. California. University. Dept. of 
Meteorology, Los Angeles, Calif. May 1954, 20p 
diagrs, table Available from Library of Congress, 
Publication Board Project, Washington 25, D. C. 
Microfilm $2.00, Photocopy $2.75. PB 115017 








This paper considers the doubly two-dimensional 
flow of a homogeneous inviscid fluid. Such a flow is 
characterized by a stream function. The initial tilt- 
ing of these patterns and the flow of kinetic energy 
between disturbance and zonal current are consider- 
ed. Then a procedure for the numerical integration 
of non-steady cases is set up and the errors involved 
are estimated. As a byproduct a simple means of 
eliminating an error of the order of 5 to 7% from 
numerical forecasting procedures is pointed out. 
Scientific report no. 2 under Contract no. AF 19- 
(604)-728, Autobarotropic flow project. 


On the relations of size and central height to inten- 
sity in cyclones at 900 millibars, by Robert B. 
Des Jardins and Thomas A. Gleeson. Florida. 
University. Dept. of Meteorology. May 1954, 10p 
tables Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $1.50, Photocopy $1.50. PB 115013 








Scientific report no. 6 under Contract AF 19(122)-466. 





1, Cyclones - Intensity - Effect of height 2. Cyclones 
- Intensity - Effect of size. 


Quarterly summary of observations made at Sea- 

~Grodk, New Tersey_ Tul 11953 to Sep 30, 1983, 
Johns Hopkins University. Laboratory of Clima- 
tology, Seabrook, N. J. 1953. 29p tables Avail- 
able from Library of Congress, Publication Board 
Project, Washington 25,D.C. Microfilm $2.25, 
Photocopy $4.00. PB 115095 





Fublications in climatology, vol. VI, no. 6. Contract 
no. AF 19(604)-289, 

1. Micrometeorology 2. Climatology 3. Winds - 
Velocities - Measurement 4. Evapotranspiration. 


Report on an experiment with forecasting of cyclone 
development. Part I: The experiment, by Sverre 
Petterssen. Part II: The verification, by Gordon 
E. Dunn and L. L. Means. Chicago. University. 
Dept. of Meteorology. 1954. 33p diagrs, maps, 
tables Available from Library of Congress, 
Publication Board Project, Washington 25, D. C. 
Microfilm $2.50, Photocopy $5.25. PB 115014 














Technical report no. 4 underContract no. AF 19(604)- 
390. 

1, Cyclones - Forecasting 2. U.S. Weather Bureau. 
District Forecast Center, Chicago, Il. 


Research on atmospheric turbulence and associated 
usion of aerosols and gases near the earth's 
su. ace, by H. FE. Cramer, G. C. Gill, and F. A. 
ecoic. Massachusetts Institute of Technology. 
Round Hill Field Station, South Dartmouth, Mass. 
Jun 1954, 7 5 photos, diagr, graphs, tables Avail- 
able from Library of Congress, Publication Board 
Project, Washington 25, D.C. Microfilm $3.75, 
Photocopy $10.25. PB 115019 








The ultimate objective of the research program 
herein described is to achieve an understanding of 
the basic physical relationships involved in the dif- 
fusion of gases and particulate matter in the lower 
layers of the atmosphere. There are two major sub- 
divisions to the work: an investigation of the struc- 
ture of atmospheric turbulence with particular em- 
phasis upon evaluation of the intensities and scales 
of the fluctuations; and, direct measurements of dif- 
fusion from a continuous point source by means of 
suitable tracers and sampling techniques. Final re- 
port under Contract no. AF 19(604)-145. 


Sky noise measurements. Report no, 10, for the 
riod Jan 1, 1954-Mar 31, 1954, under Contract 
NG T5(604)-41, by W. M. Protheroe. “Ohio State 
University Research Foundation, Columbus, Ohio. 
May 1954. 8p graphs Available from Library of 
Congress, Publication Board Project, Washington 
25, D. C. Microfilm $1.50, Photocopy $1.50. 
PB 115053 








The over-all emphasis of this investigation is cur- 
rently upon the study of stellar scintillation through 
the medium of magnetic tape recording of photoelec- 
tric observations. Special attention has been given 
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to studies of the auto-correlation function of the illu- 
mination patterns on the telescope objective (shadow- 
bands). RF Project 480. 


Study of certain problems in the field of absorption 
oi microwave energy in the atmosphere. Quarterly 


ress report IV under Contract AF 19(604)-8351 
Ee the ae Apr 13, 1954-Jul 12, 1954, by Edwin 


K. Gora. Providence College, Providence, a & 
Jul 1954. 8p tables Available from Library of 
Congress, Publication Board Project, Washington 
25,D.C. Microfilm $1.50, Photocopy $1.50. 

PB 115056 











The evaluation of approximate values for the transi- 
tion frequencies of ozone in the microwave domain 
from 0 to 11 cm! has been completed, The transi- 
tion frequencies between 0 and 1.5 cm~! have been 
determined to four decimal places, Attempts have 
been made to decide which numerical values for the 
molecular constants fit the experimental data best. 
An approximation method for the determination of 
asymmetric rotor intensities has been developed. 


To develop empirical objective methods of forecast- 

_ ing surface synoptic features for periods up to 48 
hours through the use of upper air and surface para- 
meters. Final report on short range forecastin 
project under Contract no. AF Tee 468, by 
Joseph J. George, R. D. Roche, H. B. Visscher, 
R. J. Shafer, P. W. Funke, W. R. Biggers, R. M. 
Whiting. Eastern Air Lines, Inc. Meteorology 
Dept., Municipal Airport, Atlanta, Ga. 1954. 9p 
Available from Library of Congress, Publication 
Board Project, Washington 25, D.C. Microfilm 
$1.50, Photocopy $1.50. PB 115094 

















This Final Report surveys the project problem, sum- 
marizes the solutions, and analyses the applicability 
and accuracy of the results. Essentially, new and 
improved methods of forecasting the intensity and 
behavior of cyclogenesis, cylones, anti-cyclones, 
cold fronts, warm fronts, and pre-frontal line squalls 
are presented. 


MINERALS AND MINERAL PRODUCTS 


Cement och Betonginstitutets verksamhet under tiden 
[Jul 1952-30 Jun 1953. FOrestandarens arsredo- 
gOrelse (Swedish Cement and Concrete Research 
Institute, Report of the Director for the period 1/ 
TESLA Svenska Forskningsins ratet for 
Cement och Betong, Stockholm. 1954. 25p photos, 
(Text in Swedish) Available from Library of Con- 
gress, Publication Board Project, Washington 25, 
D.C. Microfilm $2.25, Photocopy $4.00. 

PB 115034 














1, Cements - Research - Sweden 2. Concrete - Re- 
search - Sweden 3, Calcium silicates - Research - 
Sweden 4, Svenska Forskningsinstitutet for Cement 
och Betong, Meddelanden no, 29. 


Experimentell jAamf6relse mellan lossier-cement och 
standardcement i cementbruk (Experimental com- 








parison between Lossier-cement and Swedish 
standard-cement in cement mortar), by Gunnar 
Linth. Svenska Forskningsinstitutet for Cement 
och Petong, Stockholm. 1954. 38p photos, graphs, 
tables (Text in Swedish) Available from Library 








of Congress, Publication Board Project, Washing- 


ton 25, D.C. Microfilm $2.50, Photocopy $5.25. 
PB 115036 


‘‘Text in English to the figures’’ stapled in. Sum- 
mary in English. 

1, Tanks, Concrete - Linings - Sweden 2. Cements 
- Tests - Sweden 3. Cements - Water permeability 
- Sweden 4. Svenska Forskningsinstitutet far 
Cement och Betong. Meddelanden nr, 31. 


Permeability-porosity relationship for unconsoli- 
dated sand, by Robert M. Ponder and Aaron J. 
Miles. Missouri. University. School of Mines 
and Metallurgy, Rolla, Mo. Aug 1954. 24p draw- 
ing, tables Available from School of Mines and 
Metallurgy, University of Missouri, Rolla, Mo. 
PB 114979 





Bulletin, Technical series, no. 84. 
1, Sands - Permeability -2. Sands - Porosity. 


Stability relations of silicate carbonates at elevated 


temperatures and pressures. First progress re- 
ort riod Jul 1, 1959 to Dec 31 TOS under 
ontract Nonr-696, Task order 6, R. I, Harper 


and O, F. Tuttle. Pennsylvania State College. 
School of Mineral Industries, State College, Pa. 
Dec 1953. 6p Available from Library of Con- 
gress, Publication Board Project, Washington 
25,D. C. Microfilm $1.50, Photocopy $1.50. 
PB 114987 








Preliminary experiments have been conducted at 
30,000 psi on the reaction - calcite and quartz = 
wollastinite and carbon dioxide, 


X-ray examination of the structure of vermiculites, 
by A. Grudemo. Svenska Forskningsinstitutet for 
Cement och Betong, Stockholm. 1954. 56p photos, 
diagrs, graphs, tables Available from Library of 
Congress, Publication Board Project, Washington 
25, D. C. Microfilm $3.00, Photocopy $7.75. 

PB 115033 





1, Vermiculite - Crystal structure 2. Vermiculite - 
X-ray inspection 3. Jefferisite - Crystal structure 
4. Jefferisite - X-ray inspection 5. Svenska For- 
skningsinstitutet f6r Cement och Betong, Handlingar 
no. 22. 


ORDNANCE AND ACCESSORIES 


Compression shock due to the impact of a body ona 





lane water suriace, by L. Trilling. U.S. Naval 
Srdeanes Test Station, Inyokern, Calif. Sep 1950. 
26p diagrs Available from Library of Congress, 


Publication Board Project, Washington 25, D. C. 
Microfilm $2.25, Photocopy $4.00. PB 114462 
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Local project 329. 

1, Ballistic equations 2. Shock waves - Hydrodyna- 
mics 3. Shock waves - Theory 4. Shock waves - 
Pressure 5. Impact - Theory 6. NOTS TM 808-39, 


Determination of limiting broaching angle for water 
entry of various bodies, by George H. Trilling. 
U. = Naval Ordnance Test Station, Inyokern, Calif. 
Oct 1950. 12pdiagrs Available from Library of 
Congress, Publication Board Project, Washington 


25, D.C. Microfilm $2.00, Photocopy $2.75. 
PB 114468 





Task assignment NOTS-20-Re6a-220-8. 

1, Water - Penetration 2. Ballistics, Projectile 
3. Ballistics, Underwater - Theory 4. NOTS TM 
808-50. 


Pressure distribution in the water entry of a flat 
plate, based ae a er line wave shape, by 
George H. Tr . U.S. Naval Ordnance Test 
Station, Inyokern, Calif. Oct 1950. 11lp diagr, 
graph Available from Library of Congress, Pub- 


lication Board Project, Washington 25, D.C, 
Microfilm $2.00, Photocopy $2.75. PB 114465 








Local project 329. 

1, Plates, Flat - Pressure distribution 2. Plates, 
Flat - Hydrodynamics 3. Ballistic equations 

4. Water - Penetration - Plates, Flat 5. NOTS TM 
808-47. 


Pressure distribution on a sphere entering water, 
based on various linearized-theoretic models, by 
Robert H. Korkegi. U.S. Naval Ordnance Test 
Station, Inyokern, Calif. Sep 1950. 28p diagrs, 
graphs, table Available from Library of Congress, 
Publication Board Project, Washington 25, D. C. 
Microfilm $2.25, Photocopy $4.00. PB 114463 








Local project 329. 

1, Impact - Theory 2. Spheres - Hydrodynamic - 
Theory 3. Spheres - Pressure distribution 4. Water 
-"Penetration - Spheres 5. NOTS TM 808-40. 


Radiation from a sound source inside a cylindrical 
shell submerged in an infinite medium, by H. H. 
Bleich. Columbia University. Dept. of Civil En- 
gineering. Oct 1953. 50p diagrs, graphs, tables 
Available from Library of Congress, Publication 
Board Project, Washington 25, D.C. Microfilm 
$2.75, Photocopy $6.50. PB 114918 








The purpose of the paper is the determination of the 
sound field due to a source inside a cylindrical shell 
which is submerged in an acoustic medium. Particu- 
lar attention has been given to the question of reso- 
nant frequencies. Numerical results giving typical 
pressure distributions at large distances were ob- 
tained for a lightly stiffened steel shell in water. A 
detailed study on the effect of rigid diaphragms on 

the resonant cases was made. Contract Nonr-266(08), 
Technical report no. 9. CU-9-530NR-266(08)-CE. 





Rotationssymmetrische quellsenkenkérper mit fber- 
wiegend konstanter druckverteilung (Axially sym- 
metric source-Sink bodies with predominently con- 
stant pressure distributions), by H. Munzner and 
H. Reichardt. Translated by Howard M. Berger 
and Sanford S. Sweet. U.S. Naval Ordnance Test 
Station, Inyokern, Calif. Oct 1950. 27p graphs, 
tables Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $2.25, Photocopy $4.00. PB 40045t 














Local project 329. 
1, ZWB UM 6616 Translation 2. NOTS TM 808-43. 


Splash contours in water entry, III: Oblique entry 
ot cylinders and spheres, by George H. Trilling. 
U. S. Naval Ordnance Test Station, Inyokern, Calif, 
Oct 1950. 21pdiagrs Available from Library of 
Congress, Publication Board Project, Washington 
25, D. C. Microfilm $2.25, Ehotocopy $4.00. 
PB 114467 








Local project 329. Parts I-II issued as TM 50-15 
and TM 50-16, 

1, Water - Penetration - Cylinders 2. Water - 
Penetration - Spheres 3. Spheres - Hydrodyna- 
mics - Theory 4. Cylinders - Hydrodynamics - 
Theory 5. NOTS TM 808-49. 


Study of the convergence of an integral appearing in 
the theory of water entry of a flat plate, by George 
H. Trilling. U.S. Naval Ordnance Test Station, 
Inyokern, Calif. Oct 1950. 12pdiagr Available 
from Library of Congress, Publication Board 
Project, Washington 25, D.C. Microfilm $2.00, 
Photocopy $2.75. PB 114466 








Local project 329. 

1, Plates, Flat - Hydrodynamics 2. Ballistic 
equations 3. Water - Penetration - Plates, Flat 
4. NOTS TM 808-48. 


PAPER AND ALLIED PRODUCTS 


Development of a new dry type facsimile paper. 
Final report under Contract N/-onr-330/Tl, by 
Homer J. Dana. Washington, State College of 
Washington. Institute of Technology. Division of 
Industrial Research, Pullman, Wash. Dec 1951. 
20p table Available from Library of Congress, 
Publication Board Project, Washington 25, D. C, 
Microfilm $2.00, Photocopy $2.75. PB 115025 








Appendix A: Attempt to inscribe by means of sup- 
ersonic energy. Design of the magneto-striction 
oscillator. - Appendix B. Inscription by X-rays. - 
Appendix C. Cathode rays. - Appendix D. Fac- 
simile patents, U. S. and foreign. - Appendix E. 
Compounds which did not work. 


PERSONNEL APTITUDE TESTING 


Development and appraisal of a measure of student 
motivation, by Leslie J. Briggs. U.S. Air “orce. 
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Air Research and Development Command, Air 
Force Personnel and Training Research Center. 
Armament Systems Personnel Research Labora- 
tory, Lowry Air Force Base, Colorado. Aug 1954. 
23p table Available from Library of Congress, 
Publication Board Project, Washington 25, D. C. 
Microfilm $2.25, Photocopy $4.00. PB 115190 


Project no. 7709, Task no. 77153. Research bulletin 
AFPTRC -TR-54-31. 
1, Tests, Officer qualification 2. Personnel, Flying 
- Psychological records 3. Psychological tests 
4, AAF PTRC TR 54-31, 

kills ine 


Developing problem -solv 
report under Casket -onr- “Basject 


. Calvert, R. 3. Hartenberg, 
R. A. Kiphardt, H. P, Shelley, and J. Denavit. 
Northwestern University, Evanston, Ill. Aug 1953. 
255p photos, diagrs, tables Available from Office 
of Technical Services, U. S. Dept. of Commerce, 
Washington 25, D.C. $5.00. PB 111449 








The purpose of this project was to determine how 
problem-solving ability may be enhanced through 
undergraduate training: to assemble suitable educa- 
tional methods, proposals for their employment, and 
methods of testing their effectiveness. 


Infantry OCS evaluations and combat performance 
by Robert V. Katter and Milton G. Holmen. George 
Washington University. Human Resources Re- 
search Office, Washington, D. C. Jun 1954. 12p 
graph, tables Available from Library of Congress, 
Publication Board Project, Washington 25, D. C. 
Microfilm $2.00, Photocopy $2.75. PB 115120 


1, Tests, Officer qualification 2. Officer candidate 
school - Qualifications 3. Officer performance re- 
cord - Evaluation 4. Prediction 5. Psychology, Ap- 
plied 6. GWU HRRO TR 8. 


Methodological study of electronics trouble shooting 
s : Intercomparisons of the tests, a 
ob sam ole test, and ten reference tests adm inist- 
ered to fleet electronics tec 
Grings, Nicholas A. Bond, Jr. aac Weankey A. 
Summers. University of Southern California. 
Dept. of Psychology, Los Angeles, Calif. Aug 1953. 
41p photos, fold diagrs, graphs, tables Available 
from Library of Congress, Publication Board 
Project, Washington 25, D.C. Microfilm $2.75, 
Photocopy $6.50. PB 115171 











The report describes the tests involved in the study, 
the subject sample, and the procedures followed. 
Contract Nonr-228(02), Project NR 153-093. Tech- 
nical report no. 10. For Part I see PB 113940. 








Review of literacy ae prgran in the armed 
services curs or ar I, by Nicholas A. 
attu, Edm ech, Lloyd 5. Standlee. Indiana. 
University. Institute of Educational Research. 
Personnel Analysis Division, Lafayette, Ind. Dec 
1953. 1lllptables Available from Library of 
Congress, Publication Board Project, Washington 


25,D.C. Microfilm $5.00, Photocopy $15.25. 
PB 114937 


Contract Nonr-908(01). PA 3018.3.1. 
1, Literacy - Training 2. Education, Adult 3. Train- 


ing - Research 4. Personnel, Military - Education 
5. NAVPERS TB 53-4. 
Sex differences in problem solv by Edward J. 





Sweeney. Stanford University. Dept. of Psychology, 
Stanford, Calif. Dec 1953. 86p diagrs, tables 
Available from Library of Congress, Publication 
Board Project, Washington 25,D.C. Microfilm 
$4.00, Photocopy $11.50. PB 114940 


Technical report no, 1 under Contract N6 onr 25125 
(NR 153-149), Thesis - Stanford University. 

1, Ability tests - Effect of sex 2. Mental discrimina- 
tion - Effect of sex 3. Sex - Effect on mental ability. 


Visual characteristics of the submarine population 
by Ira Schwartz and N. Elaine Sandberg. U. 5. 
Navy. Medical Research Laboratory, Naval Sub- 
marine Base, New London, Conn. Jun 1954, 15p 
graphs, tables Available from Library of Congress, 
Publication Board Project, Washington 25, D. C. 
Microfilm $2.00, Photocopy $2.75. PB 115198 





The visual characteristics of 1064 submarines were 
determined by means of Snellen wall charts and the 
Bausch and Lomb Ortho-Rater. Report no. 252, Vol. 
XIII, no, 12. NMRI Proj NM 003 041.57.02. NAV 
MRL 252. 


PHOTOGRAPHIC AND OPTICAL Goops 


sc aueciguige een aaacneenee cael 





Photographic measures of double stars, by K. Aa. 
Strand. Northwestern University. Dearborn Ob- 
servatory, Evanston, Ill. 1954. 32p photos, tables 
Available from Library of Congress, Publication 
Board Project, Washington 25, D.C. Microfilm 
$2.50, Photocopy $5.25. PB 115170 


Annals of the Dearborn Observatory, vol. VI, Part 1. 
1, Stars, Binary - Photographic observations 

2. Cameras, Telescopic - Design 3, Films (Photo- 
graphy), Spectroscopic. 


Selective essay key for the photoidentification of 
coastal features and associated settlement 
rns in a a ew a: on yde 
owers. western 
University. Dept. of Geography, Seaaaties Il. 
n.d. 136p photos, maps, tables Available from 
Library of Congress, Publication Board Project, 
Washington 25, D. C. Microfilm $5.75, Photocopy 
$17.75. PB 114975 





Technical report no. 6. Contract no. N7 onr-45- 
005, Project NR 387-005. 

1. Coasts - Photoidentification 2. Physical geo- 
graphy - New England 3. Photography, Aerial - 
New England. 
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PHYSICS 





General 


Ad hoc theory of free turbulent jets, by L. G. 
Alexander. Mlinois. Engineering Experiment 
Station, Urbana, Ill. Aug 1952. 23p diagrs, graph, 
table Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $2.25, Photocopy $4.00. PB 114920 





Contract N6-ori-71, Task order XI. 

1, Flow, Jet-mixing - Theory 2. Flow, Turbulent - 
Theory 3. Turbulence - Theory 4. Reichardt’s 
theory (Jet flow) 5. ILU EES TR 13, 


Analogy between surface waves in a liquid and shocks 
in compressible gases: Experimental study of 
wave forms, by H. E. Crossley, Jr. (7) In- 
Ss e echnology. Hydrodynamics Laboratory, 
Pasadena, Calif. Apr 1949. 15p photo, graphs 
Available from Library of Congress, Publication 
Board Project, Washington 25,D. C. Microfilm 
$2.00, Photocopy $2.75. PB 114915 








O.N.R. project NR-062-059 and C ontract NOrd-9612. 
Report no. M-54.2. 

1, Wave form analysis 2. Waves in water - Effect 
of detergents 3. Flow, Hydrodynamic - Analogies 

4. Shock waves - Velocity - Measurement. 


Axially symmetric three-dimensional fluid flow. “\ 





~ Final report under Contract no. N? onr-32005, by 
V. L. Streeter and Le Van Griffis. Mlinois Insti- 
tute of Technology, Chicago, Ill. Aug 1950. 4p 
Available from Library of Congress, Publication 
Board Project, Washington 25, D. C. Microfilm 
$1.50, Photocopy $1.50. PB 114909 





Project no, 4955, Report no. 10. For 3d report see 
PB 114908, 

1, Flow, Axially symmetric - Theory 2. Flow, 
Three-dimensional - Theory. 


Dynamics of an ionized medium with applications to 
Systems of ions and electrons in steady motion 
Part I, by V. A. Bailey. Pennsylvania State Uni- 
versity. Ionosphere Research Laboratory, State 
College, Pa. May 1954. 83p diagrs Available from 
Library of Congress, Publication Board Project, 


Washington 25, D.C. Microfilm $4.00, Photocopy 
$11.50, PB 115185 





The present study is limited to systems in which the 
positive particles are all of one kind and move in 
regions completely separated from those in which 
the electrons move. Contract no, AF 19(122)-44. 
PSC IRL SR 62. 





Free-streamline analyses of transition flow and jet 
~deflection, edited by John S. McNown and Chia-Shun 
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Yih. Iowa. University. Institute of Hydraulic 
Research, Iowa City, Iowa. 1953. 86p diagrs, 
graphs, table Available from Iowa Institute of 
Hydraulic Research, Iowa City, lowa. PB 114879 


State University of Iowa Studies in Engineering, 
Bulletin 35. Contents: Elements of free-stream- 
line theory, by John S. McNown. - Transition cur- 
ves of constant pressure: I. Streamlined streets, 
by R. Gerber and John S. McNown. - Il. Inlets, by 
D. W. Appel and E. M. Laursen. - Deflection of 
jets: I. Symmetrically placed V-shaped obstacles, 
by T. T. Siao and P. B. Hubbard. - I. Symmetrical- 
ly placed U-shaped obstacles, by Turgut Sarpkaya. 
- I. Unsymmetrically placed semi-infinite plate, 
by Simon Ince and Clark De Haven. - Manifold ef- 
flux, by Arthur Toch and Robert W. Moorman. - 
Head losses in miter bends, by Harry H. Ambrose. 
- References. I HR 427. 


Investigation of the flow through a perforated wall, 
by P. F. Maeder and J. F. Stapelton. Brown Uni- 
versity. Division of Engineering, Providence, 

R. IL. May 1953. 24p graphs, tables Available 
from Library of Congress, Publication Board 
Project, Washington 25, D. C. Microfilm $2.25, 
Photocopy $4.00. PB 114911 





The flow through a perforated wall is investigated 
using a modified form of Tollmien’s solution for a 
free jet. The results‘of experiments indicate that 
this type of flow is a mixing phenomenon, and that 
the Reynolds number is of secondary importance. 
Technical report WT-10. Contract N7onr-35805. 


Kinetische behandl der keimbildung in fibers4t- 
n dampten (Kinetic treatment of the nuclea- 

on in supersaturated vapors), by R. Becker and 
W. D&ring. Translated by J. Vanier. Sep 1954. 
43p diagrs, graphs Available from National Ad- 

visory Committee for Aeronautics, 1512 ‘‘H’’ St., 

N. W., Washington 25, D. C. PB 115121 











The equations of the individual processes of self 
nucleation are utilized through an electrical analogy 
to obtain the nucleation frequency. With the nu- 
cleation frequencies of crystals and spheres, the 
Ostwald law of stages is reviewed and modified. In 
the final section the general resistance image is 
discussed and mention is made of the relation of 
the electrical network and Volmers formula. Tran- 
slated from Annalen der physik, fcige 5, band 24, 

p. 719-752, 1935. NACA TM 1374. 


Lattice dynamics of ice and a case of diffuse X-ray 
aes. by E. Forslind. Svenska Forskningsin- 
s r Cement och Betong, Stockholm. 1954. 
40p graphs, tables Available from Library of 
Congress, Publication Board Project, Washington 


25,D.C. Microfilm $2.50, Photocopy $5.25. 
PB 115032 








1, X-rays - Scattering - Sweden 2. Ice - Molecules 
- Vibration - Theory - Sweden 3. Ice - Thermody- 
namic properties - Sweden 4. Svenska Forskning- 
sinstitutet f6r Cement och Betong, Handlingar no. 
21, 














On the stability of some flows of an ideal fluid with 
free surfaces, by J. L. Fox and G. W. Morgan. 
Brown University. Graduate Division of Applied 
Mathematics, Providence, R. L Dec 1952. 138p 
diagrs Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $5.75, Photocopy $17.75. PB 114917 


An investigation is made into the stability of four 
types of two-dimensional free surface flows of an 
ideal fluid when subjected to small perturbations, A 
series of orifice flows is investigated, all of whose 
perturbations are found to be stable with the excep- 
tion of an isolated unstable perturbation in the case 
of one member of the series, namely the flow through 
a Borda mouthpiece. Finally the existence of un- 
stable perturbations is indicated in the case of equal 
and opposite impinging jets. Contract N7onr-35807. 
Technical report no. 2. Appendix A. Generalized 
orifice flow. - Appendix B. Equal and opposite jets. 


- Appendix C. Finite jet impinging on finite plate. 
GDAM TR 2. 


Rate of growth of vapor bubbles in superheated 
water, by Paul Dergarabedian. California Institute 
echnology. Hydrodynamics Laboratory, Pasa- 
dena, Calif. Aug 1952. 23p photos, graphs Avail- 
able from Library of Congress, Publication Board 
Project, Washington 25,D. C. Microfilm $2.25, 
Photocopy $4.00. PB 114916 





These calculations indicate that the values of the 
bubble radii for which the equilibrium is unstable 
are restricted to a finite range of radii whose values 
are governed by the temperature of the water and the 
initial air content in the bubble. Twotheoretical 
solutions for the rate of growth of these unstable 
bubbles are considered. Contract N6onr-24420 (NR 
062-259). Report no. 21-10, 


Simultaneous transport of heat and momentum in a 
ducted jet, by L. G. Alexander and A. Kivnick. 
Illinois. Engineering Experiment Station, Urbana, 
Ill. Aug 1952. 3lp graphs, tables Available from 
Library of Congress, Publication Board Project, 
Washington 25, D. C. Microfilm $2.50, Photocopy 
$5.25. PB 114919 





The method of applying Reichardt’s formula for tur- 
bulent shearing stress to the flow in a ducted jet was 
extended to the case of simultaneous transport of 
heat and momentum. A procedure for determining 
the most probable value of the ‘‘spreading coefficient’’ 
was developed. Equations and coefficients so obtain- 
ed were used to correlate the data. A method was 
presented for the prediction of energy and momen- 
tum flux profiles in the ducted jet, and the experi- 
mental results are compared with the predictions. 
Contract N6-ori-71, T. O. XL. ILU EES TR 12. 


Study of acoustic streaming, by Herman Medwin. 
California. University. Dept. of Physics, Los 
Angeles, Calif. Dec 1953. 68p photos, diagr, 
graphs, tables Available from Library of Con- 
gress, Publication Board Project, Washington 25, 
D. C. Microfilm $3.25, Photocopy $9.00. 

PB 114941 





Contract N6onr-27507, Project NR 014-302. Tech- 
nical report no. VII Appendix A. Streaming 
caused by a plane progressive wave in a cylindrical 
tube. - Appendix B. Validity of the attenuation ap- 
proximation. 

1, Vortex motion - Theory 2. Generators, Noise - 
Design 3. Gas flow - Effect of sound 4. Sound - 
Vortex effects 5. Sound - Attenuation - Theory 

6. Eckart’s formula (Reverberation). 


Transition probabilities of molecular band systems. 
University of Western Ontario. Dept. of Physics. 
Under Contract no. AF 19(122)-470, Order sepa- 
rate parts described below from Library of Con- 
gress, Publication Board Project, Washington 
25, D. C., giving PB number of each part ordered. 





X: An electric-circuit model of the one- 
dimensional Schroedinger equation, by D. R. 
Fewer, L. J. Allen, and J. H. Blackwell. Jul 
1954. 40p photos, diagrs, graphs, tables 
Microfilm $2.50, Photocopy $5.25. PB 115007 


The model built has itself insufficient inherent 
accuracy for use in the solution of actual physi- 
cal problems; the information obtained from the 
investigation, however, enables a design proce- 
dure to be set up so that any desired accuracy 
may be obtained in the future. 


XI: Calculation of overlap intervals and other 
matrix elements by a simultaneous equations 
method, by P. A. Fraser. Jul 1954. 12p tables 
Microfilm $2.00, Photocopy $2.75. PB 115008 


Overlap integrals and other matrix elements 
may be considered as the coefficients in a 
Fourier type series. If the series may be cut 
off at a small number of terms to give a certain 
accuracy, if the value of the series is known at 
sufficient points, and if the expansion wave func- 
tions are also known at this sufficient number 
of points, then the resulting set of simultaneous 
equations may be solved for the overlap integ- 
rals or other matrix elements. A number of 
possible checks on the values of matrix ele- 
ments obtained in this manner are mentioned, 
and some advantages and disadvantages indi- 
cated. Scientific report no. 16. 


XI: Approximate calculations of the electronic 
transition moment, by P. A. Fraser. Jul 1954. 
24p diagr, graphs, tables Microfilm $2.25, 

Photocopy $4.00. PB 115009 


Calculations of the electronic transistion mo- 
ment for the First and Second Positive band 
systems of Nitrogen are described. Scientific 
report no. 17. 


Ultrasonic propagation in solid materials. Ander- 
sen Caboratertes Inc., West Hartford, Conn. 
Under Contract no. AF 19(604)-835. Order sepa- 
rate parts described below from Library of Con- 


gress, Publication Board Project, Washington 25, 
D. C., giving PB number of each part ordered, 





- 215 - 





Interim research report no. 3, Jan 1, 1954 to 
Mar 31, 1954, by Sven J. 3 ohnson. Mar 1954, 


14p photos Microfilm $2.00, Photocopy $2.75. 
PB 115096 


The application of techniques, developed as a re- 
sult of the ability to observe and study ultrasonic 
beams in fused quartz, has led to the production 
of delay lines of unusual characteristics. Several 
extremely low attenuation delay lines have been 
assembled, including some short lines which have 
yielded as much as 12 db voltage gain from input 
to output. An improvement in the technique of 
obtaining beam diffraction photographs yields 
images which are free of all background light, 

and which show much greater detail that previous 
photographs. Several 65 mc/sec. beam photo- 
graphs are presented, some illustrating the effect 
upon the radiated beam when various crystal load- 
ing techniques are employed. 


Final research report (no. 4), from Apr 1, 1954 
to Jun 30, 1954, B Sven J. Tohnson. Jun 1954, 
12p photos, graph Microfilm $2.00, Photocopy 
$2.75. PB 115097 


Additional ultrasonic beam photographs are pre- 
sented, and certain discoveries are described 
pertaining to the polarization and rotation of the 
plane of polarization of light diffracted by an 
ultrasonic grating. A general summary of the 
work covered during the period of the contract is 
included, as there is a section devoted to certain 
conclusions based upon the work. 


Unsteady cavitat a ast curved obstacles, by 
° - Gt. ry upply. Aero- 
nautical Research Guat, Mar 1953. 9p diagrs 
Available from British Information Services, 30 
Rockefeller Plaza, New York 20, N. Y. $.30. 
PB 115132 


Cover date is 1954. S. O. code no, 23-9007-49. 
1, Cavitation tests - Gt. Brit. 2. Flow, Unsteady - 
Cavitation - Gt. Brit. 3. ARC CP 149, 


ae as a ose tube containing flow ing 
v ordson. Sweden. Kungl. 


Tekniska HOgskolan, Stockholm. 1954, 27p graphs, 
table Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D.C. 
Microfilm $2.25, Photocopy $4.00. PB 115063 


The paper deals with the influence of a fluid inside 
(or outside) a cylindrical shell on its natural fre- 
quencies. The influence of the velocity of the fluid 
is discussed. Acta polytechnica 139 (1954) Mechani- 
cal engineering series, vol. 3, no. 2. Also published 
as Kungliga Tekniska Hégskolans Handlingar nr. 73. 


Nuclear 


Basic mechanisms in radiobiolog - Ui: Physical and 
zs Of an aeeree con- 


















Robert L. Platzman. National Research Council, 
Committee on Nuclear Science. Subcommittee on 
Radiobiology. 1953. 150p diagrs, graphs, tables 
Available from Publications Office, National Re- 
search Council, 2101 Constitution Ave., Washing- 
ton 25,D. C. $1.00. PB 114991 


Publication 305, Contents: I Initial energy trans- 
fer from incident radiation to matter, by Robert L. 
Platzman, - Il. Energy transfer from secondary 
electrons to matter, by Robert L. Platzman. - I. 
Mechanisms of energy degradation and chemical 
change: Effects of secondary electrons, by John L, 
Magee. - IV. Mechanisms of energy degradation 
and chemical change: Effects of electronic excita- 
tion, by Henry Linschitz. - V. Summary: Import- 
ance of radiation chemical effects in radiobiology, 
by Martin Kamen. - References, p. 123-133. 


Dissociation energy of NO and No, by Marx Brook 
and J. Kaplan. ornia. versity. Institute 
of Geophysics. Jul 1954. 12p photos, graph, 
tables Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $2.00, Photocopy $2.75. PB 115055 





The vibrational levels of the X* ¥f ground state of 
NO have been observed up to v-23, or an energy of 
4.46 e.v. In order that Do(NO) be 5.29 e.v., a very 
sharp and sudden drop in the 4 G(v) values is nec- 
essary. No such tendency is observed, and there- 
fore the higher value of Do(NO)-6.48 e.v. appears 
most probable. This value then fixes D,(N2)-9.76 
e.v. A new system of NO bands in the near infrared 
is reported. These are probably due to a 4177 

transition. Scientific report no. 3 under Contract 
no. AF 19(122)-453. 





Excha studies with complex ions: Exchange and 


aquation studies with thiocyanate complexes, by 
thar W. Adamson and R. G. Wilkins. University 


of Southern California. Dept. of Chemistry, Los 
Angeles, Calif. Nov 1953. 31p diagrs, graphs, 
table Available from Office of Technical Services, 
U. S. Dept. of Commerce, Washington 25, D. C. 
$1.00. PB 111460 





Contract N6onr-23809. Presented at the Symposium 
on Coordination Chemistry, Copenhagen, Aug 1953. 
1, Thiocyanates - Exchange reactions 2. Thiocya- 
nates - Aquation 3. Ions - Exchange. 


Fast neutron inelastic scarterse: by Robert 
e e assachusetts Institute of 
Technology. Laboratory for Nuclear Science and 
Engineering. Dec 1953. 118p diagrs, graphs 
Available from Library of Congress, Publication 
Board Project, Washington 25, D.C. Microfilm 
$5.00, Photocopy $15.25. PB 114970 


The neutron inelastic scattering cross sections of 
Fe, Al, Cr, Ni, Pb and Bi have been measured with 
~~20 kev resolution for neutron energies between 
O and 2.7 Mev. The experimental method also 
allowed the determination of the first few excited 
states of the stable nuclei observed. The total 
neutron cross sections of C, Cl and P have also 
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been measured in good geometry and with 2 kev re- 
solution for 100 kev < E,<l.2 Mev. Technical re- 
port no. 64. Contract N5ori-07806, NR-026-001. 
Thesis - Massachusetts Institute of Technology. 


Penetrating showers in light and heavy elements, by 
Joseph G. Askowith and Kurt Sitte. Syracuse Uni- 
versity. Institute of Industrial Research. Dept. of 
Physics. 1954. 26p diagr, graphs, tables Avail- 
able from Library of Congress, Publication Board 
Project, Washington 25, D. C. Microfilm $2.25, 
Photocopy $4.00. PB 115018 





Contract no. AF 19(604)-68. Scientific report no. 2. 
1, Atomic power - Research 2. Lithium - Nuclear 
properties 3. Carbon - Nuclear properties 4. Alu- 
minum - Nuclear properties 5. Lead - Nuclear 
properties 6. Electrons - Showers. 


Simple circuit for control of bath temperature, by 
A. G. White. Gt. Brit. Ministry of Supply. Atomic 
Energy Research Establishment. Apr 1954. 5p 
diagr Available from British Information Services, 
30 Rockefeller Plaza, New York 20, N. Y. $.35. 
PB 115136 





H.D. 1209. S. O. code no, 70-674-1-68. 

1. Circuits, Bridge - Design - Gt. Brit. 2. Thermis- 
tors - Properties - Gt. Brit. 3. Atomic power - 
Research - Gt. Brit. 4. Radiochemical laborato- 
ries - Equipment - Gt. Brit. 5. AERE C/M 202. 


Technical reports no. 114-117 under Contract N6- 
ori-117, Task order I (Nuclear physics). Washing- 
ton University. Dept. of Physics, St. Louis, Mo. 
Dec 1953. 26p diagr, graphs, table Available 
from Library of Congress, Publication Board 
Project, Washington 25, D. C. Microfilm $2.25, 
Phatocopy $4.00. PB 115108 








Contents: No. 114. Transmission of electrons through 
thin metallic foils, by C. H. Chang, C. S. Cook and H. 
Primakoff (Reprinted from Physical Review, vol. 90, 
no. 4, p. 544-547, May 15, 1953). - No. 115. Pseudo- 
scalar interaction in the theory of beta-decay, II, by 
Tino Ahrens (Reprinted from Physical Review, vol. 
90, no. 5, p. 974-977, June 1, 1953). - No. 116. An- 
gular correlation between the first and third gamma 
rays Ti48, by C. E. Whittle and P. S. Jastram (Re- 
printed from Physical Review, vol. 92, no. 1, p. 205- 
206, Oct 1, 1953). - No. 117. Proton-deuteron 
scattering at 5.1 mev and deuteron-proton scattering 
at 10.2 mev, by K. B. Mather. 


PHYSIOLOGY 


Low temperature physiology. Annual report Jan- 
uary to December 1953, by M. X. Zarrow. Purdue 
University. Dept. of Biological Sciences, Lafayette, 
Ind. Jan 1954. 3lp graphs, tables Available from 
Library of Congress, Publication Board Project, 
Washington 25, D.C. Microfilm $2.50, Photocopy 
$5.25. PB 114935 








Title of project: Effect of prolonged exposure to low 
temperatures. Contract N7onr-39425, NR 160-201. 
Contains also abstract reprinted from Anatomical 
Record, Vol. 117, no. 3, November 1953, pp. 551 en- 
titled Comparison of the effect of prolonged expo- 
sure to cold and treatment with cortisone acetate on 
the circulating eosinophils, M. E. Denison and M. X. 
Zarrow. 


Physiological effects of exposure to altitude and other 
abnormal environments: The prophylactic value of 
tocopherol on hypoxia, by I. R. Telford, O. B. 
Wiswell, E. L. eh R. T. Clack, ie., 3. ¥F. 
Tomashefski, and D. Criscuolo. U.S. Air Force. 
School of Aviation Medicine, Randolph Field, Tex. 
May 1954. 10p tables Available from Library of 
Congress, Publication Board Project, Washington 
25, D. C. Microfilm $1.50, Photocopy $1.50. 

PB 115091 








Contract no. AF 41(607)39. 

1. Altitude, High - Physiological effects 2. Environ- 
ment - Physiological effects 3. Oxygen deficiency - 
Therapeutic agents 4. Tocopherol - Uses 5. Vita- 
min E - Deficiency - Therapeutic agents 6. Texas. 
University. Dental Branch, Houston, Tex. 7. AAF 
SAM Proj 21-1201-0013, Report no. 4. 


PSYCHOLOGY 


Annual report of research supported by the Office of 
Naval Research. Michigan. University. Institute 
for Social Research, Ann Arbor, Mich. Dec 1953. 
30p Available from Library of Congress, Publica- 
tion Board Project, Washington 25,D. C. Micro- 
film $2.25, Photocopy $4.00. PB 114938 








Contract no. N6 onr 232, Task order 2. Contents: 
Part I. Survey research center. - Part II. Research 
center for group dynamics. 

1, Psychology, Applied 2. Group behavior 3. Psy- 
chological research, 


BENOX report, an exploratory study of the biological 
effects of noise. Chicago. University, Chicago, Ill. 
ec p photo, diagrs, graphs, tables Avail- 
able from Library of Congress, Publication Board 
Project, Washington 25, D. C. Microfilm $5.00, 
Photocopy $15.25. PB 114936 





Contract N6ori-020, Task order 44, Project NR 144- 
079. Contents: I. Recommendations. - II. Introduc- 
tion, by Hallowell Davis. - If]. Survey of the problem, 
by Hallowell Davis. - IV. Acoustic properties of 
present day military aircraft, by I. Rudnick. - V. 
Aural pain produced by sound, by H. E. von Gierke, 
H. Davis, D. H. Eldredge, and J. D. Hardy. - VI. 
Hearing losses and protective measures, by W. D. 
Neff. - VI. Protection of the ear from noise: 
Limiting factors, by H. E. von Gierke and Darrell R. 
Brown, - VIII. Communication, by W. D. Neff. - IX. 
Orientation in space, by Harlow W. Ades. - X. Cen- 
tral nervous system effects, by Arthur A. Ward. - 
XI. Immediate psychological effects, by W. R. Miles. 
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XI. Neuropsychological effects of chronic intermit- 
tent exposure to noise, by Ward C. Halstead. - XIII. 
Summary. 


First report of the joint committee on human rela- 
tions in industry, March 1953 to March 1954. Gt. 
Brit. Dept. of Scientific and Industrial Research 
and Gt. Brit. Medical Research Council. May 1954. 
20p tables Available from British Information Ser- 
vices, 30 Rockefeller Plaza, New York 20, N. Y. 
$.30. PB 115289 








S. O. code no, 47-181, 

1, Gt. Brit. Medical Research Council 2. Psychology, 
Applied - Gt. Brit. 3. Labor and laboring classes - 
Psychological factors - Gt. Brit. 





Group Psychol Branch project reports, 1 January 
1od7-1 Feauaee 1953. U.5. Office of Naval Research. 





Group Psychology Branch. Aug 1953. 20p Avail- 
able from Library of Congress, Publication Board 
Project, Washington 25, D. C. Microfilm $2.00, 

Photocopy $2.75. PB 115010 


1, Psychological research - Bibliography 2. Psycho- 
logy - Bibliography. 


Standard errors of various test statistics when the 
test items are sampled, by Frederic M. Lord. 
Educational Testing Service, Inc., Princeton, N. J. 
Dec 1953. 33p table Available from Library of 
Congress, Publication Board Project, Washington 
25,D. C. Microfilm $2.50, Photocopy $5.25. 

PB 114934 








Consideration is given to the relation of certain of 
the standard errors to the conventional standard er- 
ror of measurement, to the Kuder-Richardson re- 
liability coefficients 20 and 21, and to the Wilks- 
Votaw criterion for parallel tests. Practical appli- 
cations of the results are briefly discussed. Con- 
tract Nonr-694(00), Project NR 151-113. 


Statistical analysis of the parameters of motor learn- 
ing, by Merri: Roll, Robert B. Payne, and Edwin 
- Moore. U.S. Air Force. School of Aviation 
Medicine, Randolph Field, Texas. Feb 1954. 22p 
tables Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $2.25, Photocopy $4.00. PB 115090 





Correlations among multiple scores obtained from 
three motor learning situations, and from certain 
printed tests, were factor analyzed. Learning scores 
included performance level, rate of change, gain, and 
variability. AAF SAM Proj 21-0202-0001, Report no. 
Res 


RUBBER AND RUBBER PRODUCTS 


Evaluation of neoprene-GR-S rubber blends, by Paul 
M. Rogers. U. os Arsenal, Rock Island, Ml. Jul 


1953. 15p tables Available from Library of Con- 





gress, Publication Board Project, Washington 
25, D. C. Microfilm $2.00, Photocopy $2.75. 
PB 115302 


Ten blends of Neoprenes WRT or FR with GR-S 
(x600) were prepared and evaluated. The blends 
containing Neoprene WRT were prepared in ratios 
up to 50 parts GR-S while those blends based on 
Neoprene FR were prepared in ratios up to 30 parts 
GR-S (x600). Project no. TB4-521C, Report no. 3. 
RIAL R 53-2405. 


w 


Evaluation of neoprene polymers for ordnance ap- 
lications, by Z. T. Ossefort. U.S. Arsenal, 
Rock Island, 11. Jun 1953. 20p graph, tables 

Available from Library of Congress, Publication 


Board Project, Washington 25,D. C. Microfilm 
$2.00, Photocopy $2.75. PB 115303 





Evaluation data is noted on neoprene types GN, RT, 
W, and WRT from the general purpose category and 
on Types Q, 5S, and FR from the special purpose 
group. A short description of the polymers and rea- 
sons for evaluation is presented. Results of evalua- 
tion of a series of blends of neoprene Type S with 
other neoprene polymers using high plasticizer con- 
centration (with object of improving the low tempe- 
rature characteristics of the neoprenes) are pre- 
sented. Project no. TB4-521C, Report no. 4. RIAL 
R 53-2448. 


Study of reaction of ozone with polybutadiene rub- 


bers. Report no. 6, period | Jun 1954 thru 30 Jun 
04, under Contract no. DA-11-022- -J29, 

Supplemental agreement no. 4, Project no. TB 4- 
021, Augustana Research Foundation. Rock Is- 
Tand, Ml. Jul 1954. 55p graphs, tables Available 
from Library of Congress, Publication Board 
Project, Washington 25, D.C. Microfilm $3.00, 
Photocopy $7.75. PB 114988 











Covers inhibitors, and antioxidants. Some new 
formulations tested. Various organic groups test- 
ed for ozone absorption. Includes summaries of 
lst-5th reports. 


Thermodynamics of crystallization in high polymers: 
Natural rubber, by Donald E. Roberts and Leo 
Mandelkern. U.S. National Bureau of Standards. 
Aug 1954. 23p graphs, tables Available from 
Office of Scientific Publications, National Bureau 
of Standards, Washington 25, D. C. PB 115042 








Project ONR (QMC) NR-330-013. Government order 
NA-onr-79-49, Technical Report no, 16. 
1, Rubber - Crystallization 2. Rubber - Tempera- 
ture effect 3. Rubber - Melting point 4. NBS 3489. 


STRUCTURAL ENGINEERING 


* Avoiding defects in internal plastering. Gt. Brit. 
ept. cientific an ustrial Research. 


Building Research Station, Watford, England. 
Aug 1954. 6ptable Available from British In- 
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formation Services, 30 Rockefeller Plaza, New 
York 20, N. Y. $.10. PB 115290 


S. O. code no. 72-22-0-69. 
i. Plaster - Defects - Gt. Brit. 2. Plastering - Gt. 
Brit. 3. DSIR BRD 69. 


Bending tests on box beams having solid- and open- 
construction webs, by Aldie E. Johnson, Jr. U.S. 
National Advisory Committee for Aeronautics. 
Aug 1954. 25p drawings, graphs, tables Available 








from National Advisory Committee for Aeronautics, 


1512 ‘‘H’’ St., N. W., Washington 25, D. C. 
PB 115139 


The results of an exploratory experimental investi- 
gation of the effects of replacing alternate webs in a 
multiweb beam by open, post-stringer construction 
are reported. Post-stringer (either upright or in- 
clined posts) construction is shown to perform the 
function of comparable-weight, solid, fabricated webs 
in the stabilization of the compression cover of a 
beam in bending both before and after buckling. 
NACA TN 3231. 


Buckling of sandwich cylinders under axial compres- 
sion, torsion, bending and combined loads, by Chi- 
Teh Wang and Daniel F. DeSanto. New York Uni- 
versity. College of Engineering. Research Divi- 
sion. Aug 1953. 82p photos, diagrs, graphs, tables 
Available from Library of Congress, Publication 
Board Project, Washington 25, D.C. Microfilm 
$4.00, Photocopy $11.50. PB 114910 








In this report, the theory of buckling of sandwich 
cylinders under axial compression, torsion, and 
bending, and combined loads is developed in a uni- 
fied manner; and the principal experimental results 
are presented. The interrelationship obtained be- 
tween the critical loads is plotted in the form of non- 
dimensional interaction curves. Contract N6-onr- 
279, Task order V. 


Circular plates subjected to radially symmetrical 
compression or tension in the plane of the plate, 
by Ove Pettersson. Royal Swedish Academy of 
Engineering Sciences. 1954. 3lp diagrs, graphs, 
tables Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $2.50, Photocopy $5.25. PB 115062 








First, there was treated as a fundamental load case 
the circular plate elastically restrained along its 
circumference with transverse load consisting of 
evenly distributed load over the whole plate. From 
the results found in this treatment, there is then pre- 
sented an approximate method of computation. Acta 
polytechnica 138 (1954) Mechanical engineering 
series vol. 3, no. 1. Also published as Tekniska 
skrifter nr. 153. 


Damp-proof courses. Gt. Brit. Dept. of Scientific 
and Industrial Research. Building Research Sta- 
tion, Vatford, England. 1954. 6p diagr Available 
from British Information Services, 30 Rockefeller 
Plaza, New York 20, N. Y. $.10. PB 115128 





S. O. code no, 72-22-0-68, 

1. Building materials - Moisture proofing - Gt. Brit. 
2. Floors and flooring - Moisture proofing - Gt. 
Brit. 3. Walls - Dampness - Treatment - Gt. Brit. 
4. DSIR BRD 68. 


Deflection of a continuous beam produced by the ver- 
tical motion of a support point, by Turner L, 
Smith. U.S. Aberdeen Proving Ground, Ballistic 
Research Laboratories, Aberdeen, Md. Dec 1953. 
22p graphs Available from Library of Congress, 
Publication Board Project, Washington 25, D. C. 
Microfilm $2.25, Photocopy $4.00. PB 114733 








The elastic curve for a uniform continuous beam, 
simple restrained to have zero deflection at four or 
more equidistant points, satisfies a second order 
linear finite difference equation. The general solu- 
tion for the elastic curve is found to be the sum of a 
decreasing wave and an increasing wave. By a com- 
bination of these, the elastic curve produced by 
moving any one support point is obtained, including 
the cases where the support point which is moved is 
at one end or near one end. These results are use- 
ful in obtaining a logical procedure for correcting 
supersonic nozzles. Project TB3-0118H. Dept. of 
the Army project no. 503-06-004. APG BRL R888, 


Experimental research on cavitation collapse pres- 
sures, by John K. Vennard and Claud C. Lomax, 
Sr. Stanford University. Dept. of Civil Engineer- 
ing, Stanford, Calif. Dec 1950. 71p photos, fold 
drawing, diagrs, graphs Available from Library 
of Congress, Publication Board Project, Washing- 
ton 25, D. C. Microfilm $3.75, Photocopy $10.25. 

PB 114914 





Conical segments of large spherical cavitives have 
been allowed to collapse on the end of a steel im- 
pact rod at the apex of the cone and the resulting 
impact pressures deduced from the stress waves 
produced in the rod. The experimental results 
show good agreement with available theoretical 
Studies on the subject. Final report prepared under 
Contract N6-onr-25118 (NR-062-061). Appendix I. 
References. - Appendix Il. Nomenclature. - Appen- 
dix IIL Photography. - Appendix IV. Electronics, 
by Lester A. Roberts. 


Impact on a multi-span beam, by William H. 
Hoppmann, 2d. Johns Hopkins University. Dept. 
of Mechanical Engineering, Baltimore, Md. Sep 
1949. 25p diagr, graphs, table Available from 
Library of Congress, Publication Board Project, 
Washington 25, D. C. Microfilm $2.25, Photocopy 
$4.00. PB 115324 





In this paper a study is made of impact on a conti- 
nuous beam on four supports. The impact is pro- 
duced by collision of a solid sphere with the beam 
at the mid-point of the center span. The spans are 
of equal length and of constant cross-section. For- 
mulas are obtained for the deflections and strains. 
A numerical example illustrating the theory is 
worked out in detail. Contract N6-onr-243, Task 
order VIII, NR-035-215. Technical report no, 3. 
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Report of the Building Research Board, with the re- 








rt of the Director of Building Research for the 
ear 1950. Gt. Brit. Dept. a and indus - 
ral Research. Building Research Board. 1954. 
89p table Available from British Information Ser- 
vices, 30 Rockefeller Plaza, New York 20, N. Y. 


$.90. PB 115183 


S. O. code no. 47-61-0-53, 
1, Building - Research - Gt. Brit. 


Special investigation to develop a general method for 
three-dimensional photoelastic stress analysis, by 
M. M. Frocht and R. Guernsey, Jr. U.S. National 
Advisory Committee for Aeronautics. 1953. 19p 
photos, drawings, diagrs, graphs, tables Available 
from Superintendent of Documents, Government 
Printing Office, Washington 25,D. C. $.20. 

PB 115079 








Supersedes NACA TN 2822 (PB 108173). 
1. NACA TN 2822 Revised 2. NACA 1148. 





Transverse vibrations of hollow thinwalled cylindri- 
cal beams, by Bernard Budiansky and Edwin 7 
Kruszewski. U.S. National Advisory Committee 
for Aeronautics. 1953. 12pdiagrs, graphs Avail- 
able from Superintendent of Documents, Govern- 
ment Printing Office, Washington 25,D. C. $.20. 

PB 115070 


Supersedes NACA TN 2682, 

1, Beams, Structural - Vibration - Calculation 

2. Cylinders - Loading 3. Shear - Lag - Analysis 
4, Shear stress - Analysis 5. U.S. Langley Aero- 
nautical Laboratory, Langley Field, Va. 6. NACA 
1129 7. NACA TN 2682 Revised. 


Statikens energimetoder anv4anda pa linjara randvar- 
desproblem (Energy methods of statics applied to 
linear eae problems), by Sven T. A. 
Odman. Svenska Forskningsinstitutet for Cement 
och Betong, Stockholm. 1954. 18pdiagrs Avail- 
able from Library of Congress, Publication Board 
Project, Washington 25, D. C. Microfilm $2.00, 
Photocopy $2.75. PB 115035 











Reprinted from Betong nr. 1, 1954. 

1, Boundary layer - Theory - Sweden 2. Equations, 
Differential - Sweden 3. Static pressure - Theory - 
Sweden 4. Svenska Forskningsinstitutet f6r Cement 
och Betong. Meddelanden nr. 30. 


Stress analysis of circular semimonocoque cylinders 
with cutouts by a perturbation load technique, by 
Harvey G. McComb, Jr. U.S. National Advisory 
Committee for Aeronautics. Sep 1954. 37p draw- 
ings, graphs, tables Available from National Advi- 
sory Committee for Aeronautics, 1512 ‘‘H’’ St., 

N. W., Washington 25, D. C. PB 115220 








The method involves the use of so-called perturba- 
tion solutions which are superposed on the stress 
distribution that would exist in the structure with no 
cutout in such a way as to give the effects of a cutout. 
The method can be used for any loading case for 





which the structure without the cutout can be analyz- 
ed and is sufficiently versatile to account for string- 
er and shear reinforcement about the cutout. NACA 
TN 3200. 


Stress distributions caused by three types of loading 
on a circular semimonocoque cylinder with flexible 
rings, by Harvey G. McComb, Jr. U.5. National 
Sivikery Committee for Aeronautics. Sep 1954. 
54p diagrs Available from National Advisory Com- 
mittee for Aeronautics, 1512 “‘H’’ St., N. W., 
Washington 25, D. C. PB 115122 








The results are given as formulas for the stringer 
loads and shear flows in the shell due to each type 
of loading. For each loading case these formulas 
can be used to construct tables of influence coeffi- 
cients giving stringer loads and shear flows in the 
neighborhood of the load due to a unit magnitude of 
that load. NACA TN 3199. 


TEXTILES AND TEXTILE PRODUCTS 


Aircraft material specification: Nylon fabric, Gt. 
Brit. Ministry of Supply May TSa. 3p Avail- 
able from British Information Services, 30 Rocke- 
feller Plaza, New York 20, N. Y. $.30. PB 115119 


1, Nylon - Specifications - Gt. Brit. 2. Airplanes - 
Materials - Specifications - Gt. Brit. 3. MS DTD 
MS 847. 


Case study data on productivity and factory perform- 
ance: Cotton textile dyeing and finishing. U.S. 
Bureau of Labor Statistics. Jun 1954. fE5p 
photos, diagrs, graph, tables Available from U.S. 


Bureau of Labor Statistics, Washington 25, D.C. 
PB 115052 





Prepared for the Foreign Operations Administra- 
tion, Industrial and Technical Division. 

1, Textiles, Cotton - Dyes and dyeing 2. Textiles, 
Cotton - Finishing 3. BLS R 66. 


Friction and lubrication of nylon, by R. C. Bowers, 
W.C. Clinton, and W. A. Zisman. U. S. Naval 
Research Laboratory. Jul 1954. 13p tables 
Available from Office of Technical Services, U. S. 
Dept. of Commerce, Washington 25,D. C. $.50. 

PB 111510 





The static and kinetic friction for steel against ny- 
lon and for nylon against nylon both dry and lubri- 
cated have been studied. Lubricants studied in- 
cluded water, ethylene glycol, glycerine, fatty 
acids, paraffins, silicones, an alcohol, an amine 
and a fluorinated acid, amine and hydrocarbon. 
NRL R 4389. 


Review of textile research and development during 
1953, edited by Richard Steele, Corneil Messler 
and R. K. Toner. Textile Research Institute, 
Princeton, N. J. May 1954. 57p Available from 
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Library of Congress, Publication Board Project, 
Washington 25, D.C. Microfilm $3.00, Photocopy 
$7.75. PB 115350 


Technical report no. 5. Contract no. Nonr-09002, 
Project no. NR 330-014. For report no. 4 (1953) 
see PB 110702. 

1. Textiles - Research - Bibliography 2. Textiles - 
Manufacture - Bibliography 3. Textiles - Dyes and 
dyeing - Bibliography 4. Textiles - Finishing - 
Bibliography 5. Textiles - Tests - Bibliography. 


Studies on the interrelationship of staple fiber char- 


\ 
_— 


These notes describe certain steps taken in an effort 
to establish a single frame of reference within which 
to view the relative potentialities and limitations of 
vehicles of widely differing types. Technical memo- 
randum no, 97. 


Aeronautics 


Aircraft 








acteristics, fabric ee eee and 
serviceability, by R. G. Stoll. U.S. ce of the 
Quartermaster General. Research and Develop- 
ment Division. Textiles, Clothing and Footwear 
Branch. May 1954. 85p photos, diagr, tables 
Available from Office of Technical Services, U.S. 
Dept. of Commerce, Washington 25, D. C. $2.00. 
PB 111472 





This paper describes a comprehensive statistically 
designed experiment covering the manufacture of 72 
spun rayon fabrics, the evaluation of the processing 
characteristics, and a comprehensive analysis of the 
fabric properties and the interactions with fabric de- 
sign and finish on the basis of laboratory data and 
evaluation of aesthetic appeal and service perform- 
ance. QMC TSR 84. 


Wettability of nylon, polyethylene terephthalate, and 
poryerrene oy “ye ie and halogenated 
iquids, by A. H. on an . A. man. U.5. 
Naval Research Laboratory. May 1954. 9p graphs, 
table Available from Office of Technical Services, 
U. S. Dept. of Commerce, Washington 25, D. C. 
$.50. PB 111448 





A study has been made of the wettability by a variety 
of liquids of smooth surfaces of polyethylene tere- 
phthalate, nylon, and polystyrene. Comparison of 

the results for nylon with previous results for poly- 
ethylene and of those for polyethylene terephthalate 
with those for polystyrene showed that the wettability 
by polar hydrogen-bonding liquids is increased by 
the presence of both the amide group and the ester 
group in the solid surface, but to a much greater ex- 
tent by the amide group. It was found that perfluoro- 
lauric acid could be adsorbed on nylon from n-decane 
solution rendering the nylon surface oleophobic. 

NRL R 4362. 


TRANSPORTATION EQUIPMENT 


Notes on the power-speed-weight relationship for 
vehicles, Chapter I, by Kenneth S. M. Davidson. 
tevens Institute of Technology. Experimental 

Towing Tank, Hoboken, N. J. Mar 1951. 50p 
diagrs, graphs, map, tables Available from Lib- 
rary of Congress, Publication Board Project, 
Washington 25, D.C. Microfilm $2.75, Photocopy 
$6.50. PB 114921 





~ 


Airfoil section characteristics at high angles of at- 
tack, by Laurence K. Loftin, Jr. i. S. Rational 
Advisory Committee for Aeronautics. Aug 1954. 
10p graphs Available from National Advisory 
Committee for Aeronautics, 1512 ‘‘H’’ St., N. W., 
Washington 25, D.C. PB 115038 


1, Angle of attack - Effect of lift coefficient 2. Air- 
foils, Symmetrical - Angle of attack 3. Airfoils, 
Symmetrical - Design 4. Airfoils, Symmetrical - 
Thickness - Effect on drag 5. Airfoils, Symmetri- 
cal - Lift coefficient 6. Helicopters - Design 

7. U. S. Langley Aeronautical Laboratory, Langley 
Field, Va. 8. NACA TN 3241, 


Application of two-dimensional vortex theory to the 
prediction of flow fields behind wings of wing- 
body combinations at subsonic and supersonic 
oe by Arthur Wm. Rogers. U.S. National 

visory Committee for Aeronautics. Sep 1954. 
93p photo, drawing, diagrs, graphs Available 
from National Advisory Committee for Aeronau- 
tics, 1512 “‘H’’ St., N. W., Washington 25, D.C. 

PB 115353 











1, Wings - Wake - Vortex motion 2. Downwash - 
Calculation 3. Flow, Subsonic - Theory 4. Flow, 
Supersonic - Theory 5. Vortex motion - Theory 
6. U. S. Ames Aeronautical Laboratory, Moffett 
Field, Calif. 7. NACA TN 3227. 


Calculations on the forces and moments for an 
oscillating wing-aileron combination in two- 
dimensional potential flow at sonic speed, by 
Herbert C. Nelson and Julian H. Berman. U. S. 
National Advisory Committee for Aeronautics. 
1953, 18p diagrs, graphs, tables Available from 
Superintendent of Documents, Government Print- 
ing Office, Washington 25,D.C. $.25. 

PB 115069 











1, NACA TN 2590 Revised 2. NACA 1128. 


Charts and approximate formulas for the estima- 
tion of aeroelastic effects on the lateral control 
ot pyert and ae wings, by Kenneth A. Foss 
and Fr . Diederich. U.S. National Advi- 
sory Committee for Aeronautics. 1953. 28p 
diagrs, graphs, tables Available from Superin- 


tendent of Documents, Government Printing 
Office, Washington 25, D. C. $.30. PB 115075 








1, NACA TN 2747 Revised 2. NACA 1139. 
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Charts and approximate formulas for the estimation 
of aeroelastic effects on the loading of swept and 
unswept w , by Fr . Diederich and 

enne . Foss. U.S. National Advisory Commit- 
tee for Aeronautics. 1953. 51p graphs, tables 
Available from Superintendent of Documents, 
Government Printing Office, Washington 25, D. C. 
$.50. PB 115076 











1, NACA TN 2608 Revised 2. NACA 1140. 


Computation of the critical speeds of aileron rever- 
Sal, wing torsional divergence and wing-aileron 
divergence, by Louis H. Shornick. U.S. Army Air 

orces, Engineering Div. Aircraft Laboratory, 
Wright Field, Dayton, Ohio. Dec 1942. 59p graphs, 
tables (part fold) Available from Library of Con- 
gress, Publication Board Project, Washington 25, 
D.C. Microfilm $3.00, Photocopy $7.75. 
PB 115188 








Some pages may not reproduce well. M. R. report 
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\of Supply. Aeronautical Research Council. Feb 
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1944. 4lp graphs, tables Available from British 
Information Services, 30 Rockefeller Plaza, New 
York 20, N. Y. $2.50. PB 11488! 


Cover date is 1954. S. ©. code no. 23-2852. 


1, Seaplanes - Porpoising - Instability - Gt. Brit. 
2. ARC RM 2852. 


Ricerche sul fiaccamento degli scafi (Researches on 

- the failure of ship hulls), by Leonardo Fea. Tran- 
slated by Frank Rizzo. 1953. 71p diagrs, graphs, 
tables Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $3.75, Photocopy $10.25. PB 114843 








Translated from Rivista Marittima, Technical sup- 
plement 1953. 

1, Hulls - Fractures - Italy 2. Hulls - Stresses - 
Italy 3. NAVSHIPS T 553. 


Subsurface warfare: History of division 6, NDRC, 

- by John Herrick. U.S. Research and Development 
Board. Jan 1951. 130p Available from Office of 
Technical Services, U. S. Dept. of Commerce, 
Washington 25, D. C. $2.00. PB 103566 





Prepared under the direction of John T. Tate, Chief, 
Division 6, NDRC (1942-1946). Issued for the Office 
of Scientific Research and Development. 

1. Submarine warfare - History 2. Submarines - 
History. 


Theoretical research on the dynamics of a ship’s 
structure, by Jesse Ormondroyd, George K. Hess, 
Jr., and Robert L. Hess. Michigan. University. 
Dept. of Engineering Research, Ann Arbor, Mich. 
Jun 1947. 68p diagrs, graphs, tables Available 
from Library of Congress, Publication Board Pro- 
ject, Washington 25, D. C. Microfilm $3.25, 


Photocopy $9.00. PB 114527 





Contract N5ori-116. Project M670-4. 

1, Equations of motion 2. Beams - Bending - Theory 
3. Beams - Stress analysis 4. Beams - Plastic de- 
formation 5. Ships - Wave resistance - Theory 

6. Loads, Dynamic - Theory 7. Vibration - Theory. 


Wave profile of a Vee-planing surface, including test 
data on a 30° deadrise surface, by B. V. Korvin- 
Kroukovsky, Daniel Savitsky, William F. Lehman. 








Stevens Institute of Technology. Experimental Tow- 


ing Tank, Hoboken, N. J. Apr 1949. 52p diagrs, 


graphs, tables Available from Library of Congress, 


Publication Board Project, Washington 25, D. C. 
Microfilm $3.00, Ehotocopy $7.75. PB 115276 


This is the summary report on a series of tests which 


were made to determine the shape of the wave con- 


tours in the wake of prismatic planing surfaces of 10°, 


20°, and 30° deadrise. Also presented is a compari- 
son of the data obtained from tests of all three dead- 


rise surfaces. Report no. 339. Contract N6 onr-247, 
Task order IV, Project no. NR 062-012. E.T.T. proj- 


ect no. CC 839. 


WATER SUPPLY, SANITATION | 
AND PUBLIC HEALTH | 


Carbon and nitrogen in near shore marine sediments, 
by Richard G. Bader. Washington. University. 
Dept. of Oceanography, Seattle, Wash. Jul 1954. 
18p graphs, tables Available from Library of 
Congress, Publication Board Project, Washington 
25, D.C. Microfilm $2.00, Photocopy $2.75. 
PB 114974 





Technical report no. 36. Contract N8onr-520/III, 
Project NR 083 012. 

1, Sediment, Marine - Carbon content 2. Sediment, 
Marine - Nitrogen content 3. WU OR 54-24. 


Climatic criteria defining efficiency limits for cer- 
tain industrial activities. Section 4a: Water sup- 
By. Illinois. University. Dept. of Geography. 
n.d. 165p diagr, maps, graphs, tables Available 

from Office of Technical Services, U. S. Dept. of 

Commerce, Washington 25, D.C. $3.00. 

PB 111454 








Contract no. AF 19(604)-416. For other parts see 
PB 113881-113907. 

1, Industries - Water requirements 2. Water - In- 
dustrial use 3. Water supply 4. Industries - Loca- 
tion - Effect of climate. 


Desalting of sea water by freezing processes, by 
Kurt H. Nelson and Thomas G. Thompson. Wash- 
ington. University. Dept. of Oceanography, 
Seattle, Wash. Nov 1953. 26p photo, graphs, 
tables Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $2.25, Photocopy $4.00. PB 114634 





Contract N8onr-520/III, Froject NR 083-012. Ref- 
erence 53-1. Technical report no. 13. 

1, Sea water - Desalination 2. Sea water - Freezing 
3. Sea water - Chlorinity. 


Eastern north Pacific, offshore physical and chemi- 
cal data, July-September 1953, by Robert G. 
Paquette, Eugene E. Collias and Cuthbert M. Love. 
Washington. University. Dept. of Oceanography, 
Seattle, Wash. Jun 1954, 28p maps, tables Avail- 
able from Library of Congress, Publication Board 
Project, Washington 25, D.C. Microfilm $2.25, 
Photocopy $4.00. PB 114972 








Technical report no. 34. Contract N8onr-520/II, 
Project NR 083 012 and Contract Nonr-477(01), 
Project NR 083 072. 

1, Sea water - Chemical analysis 2. Sea water - 
Physical analysis 3. Sea water - Sampling 4. Sea 
water - Oxygen content 5. Sea water - Temperature 
6. WU OR 54-20, 
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Hea of water by submerged combustion, by 
enne ° . Hall, Jr. Texas. 
University. Bureau of Engineering Research, 
Austin, Texas. Jun 1954. 17p photos, drawing, 
tables Available from Bureau of Engineering Re- 
search, University of Texas, Austin, Texas. 
PB 114610 


fhis project covers the design, construction and 
operation of a submerged combustion unit to supply 
relatively large quantities of hot water. The object 
of the research is to determine if such a unit is prac- 
tical for commercial applications, as laundries, 
boiler feed preheaters, and other similar installa- 
tions. Circular no. 24. 


Literature survey of boundary-layer development on 
smooth and rough surfaces at zero pressure rad- 
ent, by am Douglas Baines. lowa State ini 
versity. Institute of Hydraulic Research, lowa 
City, lowa. 1951. 54p graphs (part fold) Available 
from Library of Congress, Publication Board 


Project, Washington 25,D. C. Microfilm $3.00, 
Photocopy $7.75. PB 114893 








Contract N8onr-500. 

1. Plates, Flat - Boundary layer 2. Boundary layer 
Laminar - Flow 3. Boundary layer, Turbulent - 
Flow 4. Flow, Laminar - Theory 5. Flow, Turbu- 
lent - Theory 6. Flow, Viscous - Theory. 


Local variability in marine sediments, by Richard 
G. Bader. Washington. University. Dept. of 
Oceanography, Seattle, Wash. Dec 1953. 21p 
diagrs, graphs, map, table Available from Library 
of Congress, Publication Board Project, Washing- 
ton 25, D. C. Microfilm $2.25, Photocopy $4.00. 

PB 114930 





Contract N8onr-520/II, Project NR 083-012. 
1, Ocean bottom - Sampling 2. Sediment - Analysis 
- Pugent sound 3. Sampling devices 4. WU OR 
53-6. 


Patuxent River spring cruise, 3 Apr-8 Apr 1952, by 
D. W. Pritchar’. Tohns Hopkins University. 
Chesapeake Bay Institute. Nov 1953. 59p map, 
tables Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D.C. 


Microfilm $3.00, Photocopy $7.75. PB 114631 


Reference 53-14. Data report 16. 
1, Sea water - Chemical analysis 2. Sea water - 
Salinity 3. Sea water - Temperature. 


Physical and chemical data for Puget Sound and ap- 
roaches, October-December Toe by Clifford A. 
arnes and Eugene E. Collias. Washington. Uni- 

versity. Dept. of Oceanography, Seattle, Wash. 
Jun 1954, 66p tables Available from Library of 
Congress, Publication Board Project, Washington 
25,D. C. Microfilm $3.25, Photocopy $9.00. 

PB 114973 








Technical report no. 35. Contract N8onr-520/II, 
Project NR 083 012. 





1, Sea water - Chemical analysis 2. Sea water - 
Physical analysis 3, Sea water - Sampling 4. Sea 
water - Oxygen content 5. Sea water - Tempera- 
ture 6. WU OR 54-23, 


Proceedings of the third annual water Sympostum 
on water po on, Dec 14- - Louisiana. 
U Engineering Experiment Station, Baton Rouge, La. 
\ 1954. 49p diagr, maps, table Available from 
College of Engineering, Louisiana State Univer- 
sity and Agricultural and Mechanical College, 
Baton Rouge 3, La. $.50. PB 114710 





Contents: Biological indices of pollution as observ- 
ed in Louisiana streams, by K. E. Biglane and R. A. 
Lafleur. - Pollution problem in the Ouachita River, 
by J. B. Anderson and H. P. Nicholson. - Importance 
of surface water supply in industrial development, 
by Elmer D. Conner. - Atchafalaya versus Missi- 
ssippi, by John R. Hardin. - Bio-assay techniques, 
by Louis Freeman. - Sugar refinery waste prob- 
lems, by Walter Godchaux, Jr. - Water pollution, 

by Thomas M. Lowe. L EES B 43, 


Report of the Hydraulics Research Board with the 
te ort of the Director of Hydraulics Research for 
the year 1953. Gt. Brit. Dept. of Scientific and 
Industrial Research. Hydraulics Research Board. 
1954, 73p photos, diagrs, graphs, col maps (4 
fold), tables Available from British Information 
Services, 30 Rockefeller Plaza, New York 20, N.Y. 
$1.70, PB 114659 





S. ©. code no, 47-172-0-53. 
1, Hydraulics - Research - Gt. Brit. 


Proceedings of the seventeenth annual short course 
for water and sewerage plant superintendents and 
operators, 1994, sponsored by the General Exten- 
5 Division and the College of Engineering of 
Louisiana State University in cooperation with the 
Louisiana State Department of Health and the 
Louisiana Conference on Water Supply and Sewer- 
age. Louisiana, Engineering Experiment Station, 
Baton Rouge, La, 1954. 165p diagrs, graph, tables 
Available from College of Engineering, Louisiana 
State University and Agricultural and Mechanical 
College, Baton Rouge 3, La. $1.00. PB 114990 








1, Water supply - Sanitation 2. Sewage disposal 

3. Louisiana State University. College of Engineer- 
ing 4. Louisiana. Dept. of Health 5. Louisiana 
Conference on Water Supply and Sewerage 6. L 
EES B 44, 


Report of the Water Pollution Research Board with 

e Report of the Director ater Pollution Re- 
search for the year 1953. Gt. Brit. Dept. of 
Scientific and Industrial Research. Water Pollu- 
tion Research Board. Jan 1954. 59p photos, draw- 
ings, graphs, tables Available from British Infor- 
mation Services, 30 Rockefeller Plaza, New York 
20,N. Y. $.65. PB 114399 








S. O. code no. 47-72-0-53, 


- 228 - 

















1, Water - Pollution - Gt. Brit. 2. Sewage - Purifi- 
cation - Gt. Brit. 3. Trade waste - Purification - 
Gt. Brit. 


Scale effects in cae rating flow, a ae Oy report, 
by Blaine R. Parkin. orn ute ech- 
nology. Hydrodynamics Laboratory, Pasadena, 
Calif. Dec 1951. 34p photos, diagrs, graphs, 
tables Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $2.50, Photocopy $5.25. PB 114907 





The roles of nuclei and air diffusion in ordinary 
water and the kinetic theory of liquids for pure water 
are considered as to their bearing on cavitation 

scale effects. The experimental results show that 
both the maximum bubble size and the cavitation 
number for incipient cavitation are functions of the 
model scale, even for cases where Reynolds number 
effects are not important. Report no. 21-7. Contract 
N6onr-24420 (NR 062-059). 


Vertical water entry of a wedge, by W. J. Karzas. 
U. S. Naval Ordnance Test Station, Inyokern, Calif. 
Oct 1951. 35p diagrs, graphs Available from 1 ib- 
rary of Congress, Publication Board Project, 
Washington 25, D.C. Microfilm $2.50, Photocopy 
$5.25. PB 114577 


An exact solution for the flow pattern may be found 
by means of an iterative procedure in which a free 
surface shape is assumed, velocities calculated, and 
a new surface shape found. The process is conver- 
gent, but probably slowly. Certain criteria for the 
choice of the initial surface ware presented and dis- 
cussed. An unsuccessful attempt to solve the entry 
problem by variational methods is outlined, and the 
reason for its failure is discussed. NOTS TM 576. 


Water clarity nomographs, by Frances R. Culver. 
California. University. Scripps Institution of 
Oceanography. Visibility Laboratory, San Diego, 
Calif. Jul 1953. 14p diagrs, graphs Available 
from Library of Congress, Publication Board 
Project, Washington 25, D. C. Microfilm $2.00, 
Photocopy $2.75. PB 114641 





A description is given of two nomographs which ex- 
pedite calculations of the expression specifying the 
contrast reduction of a submerged object due to 
attenuation processes in the water along the obser- 
ver’s path of sight. Illustrations of the nomographs, 
accompanied by explanations of the construction, the 
scale equations, and details of procedure for use are 
discussed. Illustrative examples are included. Con- 
tracts N5ori-07831 and NObsr-43356. UC SIO Ref 
53-46. 


MISCELLANEOUS 





Annotated pibhography of adult DES ane ma- 
terials, by Lou a mico, Nicholas A, Fattu, 
Lloyd 8. Standlee. Indiana. University. Institute 
of Educational Research, Bloomington, Ind. 1954. 


94p Available from Institute of Educational Re- 
search, School of Education, Bloomington, Ind. 
$1.00. PB 115178 


Contract Nonr-908(01), 
1, Education, Adult - Bibliography. 





Annotated, selected bibliography on marine boring 
organisms, by Robert J. Menzies. ? p 
Available from Library of Congress, Publication 
Board Project, Washington 25, D.C. Microfilm 
$2.00, Photocopy $2.75. PB 115004 


1, Marine borers - Bibliography. 





Attitudes of scientists and reer about their 
government employment, by Clarke D. rg 
and John C, Honey. Syracuse University. Max- 
well Graduate School of Citizenship and Public 
Affairs, Syracuse, N. Y. Order separate parts 
described below from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C., 
giving PB number of each part ordered. 





Vol. 1. Jul 1950. 227p Microfilm $8.25, 
Photocopy $29.00. PB 115143 


1, U. S. officials and employees 2. Employment 
- U.S. government 3. Engineers - U. S. govern- 
ment 4. Scientists - U. S. government. 


Vol. I. Jul 1950. 425f Microfilm $9.25, En- 
Targement Print $56.50, PB 115144 


1. U. S. Officials and employees 2. Employment 
- U.S. government 3. Engineers - U. S. govern- 
ment 4. Scientists - U. S. government. 


Basic principles of scientific report writing and how 
to use them, by J. Raleigh Nelson. U.S. Office of 
Naval Research. Scientific Personnel Division. 
1947, 13p Available from Library of Congress, 
Publication Board Project, Washington 25, D. C. 
Microfilm $2.00, Photocopy $2.75. PB 114704 





1. Reports, Technical - Preparation. 


Crustal structure of the Artic regions from the of 
P ase, by Jac iver, Maurice Ewing r 
ress, Columbia University. Lamont Geological 
Observatory, Palisades, N. Y. Jul 1954. 31p 
maps, graphs, table Available from Library of 
Congress, Publication Board Project, Washington 
25,D.C. Microfilm $2.50, Photocopy $5.25. 
PB 114989 


Contract AF 19(122)-441, 
1, Earth - Structure - Arctic regions 2. Seismo- 


logy - Research 3. Love waves 4. CUN LGO TRS 
38, 


Face size project. Forsyth Dental Infirmary for 
ren, Boston, Mass. Under Contract DA-18- 
108-CML-2829. Order separate parts described 
below from Library of Congress, Publication 
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Board Project, Washington 25, D. C., giving PB 
number of each part ordered. 


Bi-monthly report no. I, covering the period 21 
Jul to Sep 1 SST. by Stanley M. Garn. Sep 
1951, i 1p drawings, tables Microfilm $2.00, 
Photocopy $2.75. PB 115098 


The report includes information on fitting tests, 
including a preliminary report on the #6 mask. 


Bi-monthl Ze rt no. I, covering the period 12 
ep to tanley M. Garn. Nov 
1951. 56p po thea ‘drawing, tables Microfilm 
$3.00, Photocopy $7.75. PB 115099 


Information on fitting and comfort tests on the 
following masks: E-51A, E-52, E-52R1, E-52R3 
and E-52R9. A discussion of the problem of the 
relationships among mask size, filter area, and 
physiological requirements of wearers, and on 
harness assembly is included. 


Supplementary report no. 1: Tests on the infant 
protector, covering the period 15 Dec 1951 to 15 
Jan 1952, by Stanley M. Garn. Jan 1952. 14p 
photos, tables Microfilm $2.00, Photocopy $2.75. 
PB 115347 





1, E-51A (Gas mask) 2. Children - Protection 
from gas 3. Respirators, Children’s - Tests. 


lementary report no. II, 15 Jan 1952 to Feb 

: A bibliography on military and industrial 
applications of anthropometry and applied physi- 
cal anthropology, by Helen J. Colby and Stanley 
M. Garn. Feb 1952. 18p Microfilm $2.00, 
Photocopy $2.75. PB 115102 





The purpose of this report is to bring together in 
classified form, titles of published reports on ap- 
plied anthropometry, including industrial reports 
of limited circulation, relatively inaccessible re- 
search reports, reports published in the anthro- 
pological literature, and reports circularized by 
various government agencies. It is the further 
purpose of this report to provide ready reference 
to material on the theory of applied anthropome- 
try, material on the application of human body 
size data, and to material on human body size 
per se. 


Bimonthly report I, Part I: Design of sculptur- 
ed headforms from measurements in three di- 
mensions, covering the period from 11 Nov 1951 
to 15 Jan 1952, by Edward E. Hunt, Jr. Feb 1952. 
3lp drawings, graph, tables Microfilm $2.50, 
Photocopy $5.25. PB 115342 





The present report includes: a statement on the 
problems of designing sculptured head forms for 
the civilian population of the United States, the 
problem of sampling Americans to obtain accur- 
ate head and face measurements, the choice of 
measurements appropriate to the design of the 
headforms, and the present state of the faco- 
meter. 
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Bi-monthly report I, part II: Report on donning 





tests and harness research, covering the period 
from 15 Nov 1951 to 15 Jan 1952, by Stanley M. 
Garn. Jan 1952. 22p photos, drawings, tables 

Microfilm $2.25, Photocopy $4.00. PB 115100 


Donning is a comparatively simple procedure 
and with some slight verbal assistance majority 
can be expected to don the mask. Extensive 
drills not necessary. Adjustment has to be ex- 
plained to the subject. 


Bimonthly report IV, Part I: Accuracy of the 
three dimensional faceometer as a measuring 
instrument, by George Maranjian and Edward E. 
Hunt, Jr, covering the period 15 Jan 1952 to 15 
Mar 1952. Apr 1952. 56p drawings, tables 
Microfilm $3.00, Photocopy $7.75. PB 115343 





The present report summarizes the results of 
detailed comparisons of Faceometer measure- 
ments and standard caliper measurements. 


Bimonthly report IV, part II, 15 Jan 1952 to 15 
Mar Ly by Wtantes assez Garn. Mar 1952. 
38p photos, drawings, graphs, tables Microfilm 
$2.50, Photocopy $5.25. PB 115101 


It includes the results of fitting tests of two 
sizes of the E52R9 (dipped) mask, attempts to 
improve fitting range of each continued tests of 
the fixed (preadjusted) harnesses, and a schedule 
of tariffs for the E51 mask. Contents: A. Pre- 
liminary tests on the E52R9 dipped mask. - B. 
Stretch data on the 3 harness straps when worn 
(using the pre-adjusted harness). - C. Size 
tariffs in percentages for the E51R15 face- 
piece. 


Bimonthly report V, Part I, 15 Mar 1952 to 15 
May 135o- by Stanley M. Garn. May 1952. 34p 
photos, drawings Microfilm $2.50, Photocopy 
$5.25. PB 115344 





The Forsyth Faceometer is an integrated posi- 
tioning and measuring instrument design for the 
rapid mensuration of the head and face in three 
dimensions. As built by Dr. K. O. Lange of 
Lexington, Kentucky, the instrument logically 
breaks down into four basic components, (1) the 
frame (including the seat), (2) the head position- 
ing and holding assembly, (3) the chin rest as- 
sembly, and (4) the measuring unit proper. 
These four components are described, but with- 
out dimensional information. 


Bimonthly report V, Part I, 15 Mar 1952 to 15 
May 13D by Sale M. Garn. May 1952. 63p 
photos, drawings (1 fold), graphs, tables 

Microfilm $3.25, Photocopy $9.00. PB 115345 


This report includes a record of tests on the 
E51 IP series of masks (with darts), pattern 
changes in the E51-R15 mask, fitting tests on a 
mask made from a modified pattern, fitting 
range tests on a E52-R9 dipped mask of .013“‘ 
latex, fitting and preference tests on a variety 














of dipped latex masks ranging from .0135“‘ to 
.025“ in thickness, and tests on masks made 
from different mold sizes (designated #1, #2, 
and #3). A description of a new method of pro- 
ducing experimental molds from profile photo- 
graphs and anthropometric measurements is in- 
cluded. Data on childrens’ body size pertinent 
to infant-protector design is also summarized. 


Bimonthly report VI, 15 May 1952 to 15 Jul 1952, 
by Stanley M. Garn. Jul 1952. 10p diagrs 
Microfilm $1.50, Photocopy $1.50. PB 115346 





This report includes a summary of findings on, 
and suggested design changes for, the production- 
type E51R15 gas mask. 


Final report on Part I: Fitting and donning tests 
on gas masks and related devices, by Stanley M. 
Garn, Helen J. Colby, Mary R. Crawford, 

Deborah E. Younger. Jul 1952. 28p map, graphs 
Microfilm $2.25, Photocopy $4.00. PP 115103 





It includes a resume of fitting tests on E51 and 
E52 masks, and summarizes suggested design 
changes and recommendations, data on donning 
tests, harness tests and tests on infant- 
protector. It also contains information on the 
segments of the population tested, and copies of 
forms used in fitting and donning tests. 


Final report on Part Il: Forsyth rapid reading 
faceometer and data for headform design, by 
Stanley M. Garn, Edward E. Hunt, Jr., and 
George Maranjian. Jul 1952. 111p photos, 
drawings (part fold), tables Microfilm $5.00, 
Photocopy $15.25. PB 115104 





The first section of the report constitutes a de- 
scription of the Faceometer itself; the succeed- 
ing three sections include relevant information 
on its operation, maintenance and construction. 
Section five covers the anatomical landmarks, 
section six includes information on the record- 
ing of these measurements and landmarks. Sec- 
tion seven and eight provide the necessary infor- 
mation on the anthropometric cards, the code 
sheets for the IBM punch cards, and the IBM 
cards themselves. Section nine includes the 
statistical techniques used in developing the 
headform specifications, and section ten contains 
the specifications for a series of 14 graded head- 
forms. 


Logistics papers, prepared under various auspices. 
sue no. IL, appenee Ito paren report no, 2, 
eb- ay a er Contrac onr-419, 
Task order 4, Project NR 047-001. George Wash- 
ington University, Washington, D.C. 1950? 116p 
graphs, tables (1 fold) Available from Library of 
Congress, Publication Board Project, Washington 
25,D.C. Microfilm $5.00, Photocopy $15.25. 
PB 114894 











Contents: Linear programming and the theory of 
games, by David Gale, H. V. Kuhn, A. W. Tucker. - 
Notes on the concept of capacity and the measure- 
ment of capital intensity, by J. N. Behrman. - Pro- 
babilistic problems and military evaluation, an ex- 


ample, by C. Tompkins. - Selected supplementary 
bibliography of publications on inventory control, 
by Louise B. Haack. - Consumption as a random 
variable, by Joseph B. Kruskal, Jr. and J. Jay Wolf. 
- Protection from depletion of supply in the Bureau 


of Medicine and Surgery, by J. Jay Wolf and Joseph 
B. Kruskal, Jr. 


Onganuzation of applied research in Europe, the 

nited States, and Canada. Organisation tor 
European Economic Cooperation, Paris. Report 
of Technical assistance missions nos. 81-83, Or- 
der separate parts described below from Organi- 
sation for European Economic Cooperation, Pub- 
lications Office, 2002 ‘‘P’’ St., N. W., Washington 
6, D. C. at the prices indicated. 








Vol. I: A comparative study. Apr 1954. 72p. 
-00, PB 115337 


1, Scientific research 2. Industrial research. 


Vol. Il: Applied research in Europe. Apr 1954. 
166p fold diagrs $2.00. PB 115338 


1, Scientific research - Europe 2. Industrial 
research - Europe. 


Vol. II: Applied research in the United States 
and Canada. Apr 1954, 115p diagrs $1.25. 


PB 115339 


1, Scientific research - Canada 2. Scientific 
research - U.S. 3. Industrial research - U. S. 
4. Industrial research - Canada. 


Portable water-spray fire extinguisher for submarine 
use, by A. W. Bertschy, A. F. Armington, H. 5. 
Moran, and R. L. Tuve. U.S. Naval Research 
Laboratory. Jun 1954, 19p photos, diagrs, graphs, 
tables Available from Office of Technical Services, 
U. S. Dept. of Commerce, Washington 25, D. C. 
$.50. PB 111441 





A portable first-aid fire extinguisher has been de- 
signed, developed, and tested. The extinguisher 
uses water, improved by the addition of a wetting 
agent, as an extinguishant; compressed air, which 
is stored in the same compartment as the water, 
supplies the operating force. To insure low elec- 
trical conductivity and high fire-extinguishing ef- 
ficiency, the water is broken up by a special nozzle 
into a spray of optimum drop size. NRL R 4363. 


Preliminary estimate of the cost of manufactur 
a bullang board from straw, by G. D. Sinclair 
> Eee ans. National Research Council of 


Canada. Prairie Regional Laboratory, Saskatoon, 
Canada. Apr 1954. 23p diagrs, graphs, tables 
Available from National Research Council of 
Canada, Ottawa 2, Canada. PP 115058 





1, Fiberboard - Manufacture - Canada 2. Straw - 
Uses - Canada 3. NRCC 3283. 
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Report of the Se aie a aa Research 
w e ctor echani- 
cal Engineering Research Engineering Research tor the year 1955. Gt. 
ept. cien and Industrial Research. 


Mechanical Engineering Research Board. 1954. 
72p photos, tables Available from British Infor- 
mation Services, 30 Rockefeller Plaza, New York 


20,N. Y. $.65. PB 115182 


S. O. code no. 47-163-0-53. 
1, Mechanical engineering - Research - Gt. Brit. 








Report on the organization of industrial research in 
ae oe and recommendations of Mission 
-84 to France, organized by the Economic 
Cooperation Administration in cooperation with the 
Organization fur European Economic Cooperation, 
the Ministry of Industry and Energy, and the Min- 
istry of Economic Affairs of the Fourth Republic, 
Nov-Dec 1951. Organisation for European Econo- 
mic Cooperation, Paris. 89p Available from 
Office of Technical Services, U. S. Dept. of Com- 
merce, Washington 25, D. C. $2.75. PB 111505 











1, Industrial research - France 2. U. S. Economic 
Cooperation Administration 3. France. Ministry of 
Industry and Energy 4. France. Ministry of Econo- 
mic Affairs. 


Report of the Fire Research Board with the report 
of the Director of Fire Research for the year 1953. 
Gt. Brit. Dept. of Scientific and Industrial Re- 
search and Fire Offices’ Committee. 1954. 58p 
photos, drawings, diagrs, tables Available from 
British Information Services, 30 Rockefeller Plaza, 
New York 20, N. Y. $.65. PB 114969 








Cover title is ‘‘Fire Research, 1953’’. S. O. code 
no. 47-151-0-53. 

1, Gt. Brit. Fire Offices’ Committee 2. Gt. Brit. 
Fire Research Board 3. Fire control research - Gt. 
Brit. 4. Fire protection - Research - Gt. Brit. 


Scientific research in British universities, 1953-54. 





Gt. Brit. Dept. of Scientific and Thdustrial Research. 


1954. 527p Available from British Information 
Services, 30 Rockefeller Plaza, New York 20, N. Y. 
$2.25. PB 115118 


S. O. code no. 47-174-0-54. 
1, Scientific research - Institutions - Directories - 
Gt. Brit. 





Semiannual progress report, 1 Jul 1953 to 31 Dec 
1553. U. ¢ Tir Force. Air Research and Develop- 
ment Command. Cambridge Research Center. Re- 
search Services Division, Cambridge, Mass. 1954. 
40p diagrs, tables Available from Library of Con- 
gress, Publication Board Project, Washington 25, 
D..C. Microfilm $2.50, Photocopy $5.25. 

PB 115210 


1, Electronics - Research 2. Geophysics - Research 
3. Scientific research. 





Serial observations of drift currents in the central 





~North Atlantic Ocean, by Henry Stommel. Woods 
Hole Oceanographic Institution, Woods Hole, Mass, 
Apr 1954. 29p diagrs, graphs, tables Available 
from Library of Congress, Publication Board 
Project, Washington 25, D. C. Microfilm $2.25, 
Photocopy $4.00. PB 114296 





Contract Nonr-769(00), Project NR-083-069. Un- 
published manuscript. 

1, Currents, Ocean 2. Currents, Ocean - Velocity - 
Measurements 3. Oceanography - Research 

4. WHOI Ref 54-26. 


Soil survey procedure. Gt. Brit. Dept. of Scientific 
and Industrial Road Research Laboratory, Har- 
mondsworth, England. 2nd ed. 1954. 36p photos, 
diagrs, tables Available from British Information 


Services, 30 Rockefeller Plaza, New York 20, N. Y, 
$.45. PB 100372r 


Revision of PB 100372. S. O. code no. 47-110-15-54, 
1, DSIR RR TP 15 2nd ed. 


Structural features of the planetary nebulae. An- 
nual Summary report under Contract Nonr 809- 
100, Project ia SI -155- by Lawrence H. Aller. 
Michigan. University, Ann Arbor, Mich. and 
Carnegie Institution of Washington. Mount Wilson 
Observatory. Jul 1953. 6p drawings Available 
from Library of Congress, Publication Board 
Project, Washington 25, D. C. Microfilm $1.50, 
Photocopy $1.50. PB 113999 








1. Nebulae - Radiation 2. Nebulae, Planetary - 
Isophotal contours - Measurements 3. Nebulae, 
Planetary - Spectrographic analysis. 


Studies on the lipids and other extractives of marine 


invertebrates. Annual progress report, Jan l- 
Dec 31, 1953, under Contract Nonr PESIGIOR NR- 


ae 065, by Werner Bergmann, Yale University. 
Chemistry. Jan 1954. 7ptable Avail- 
able from Library of Congress, Publication Board 
Project, Washington 25, D.C. Microfilm $1.50, 
Photocopy $1.50. PB 115105 








1, Lipoids - Research 2. Invertebrates, Marine - 
Extractives 3. Palysterol - Structure. 


Study of ice on an inland lake, by James T. Wilson, 
James H. Zumberge and E. W. Marshall. Michi- 
gan. University. Engineering Research Institute, 
Ann Arbor, Mich. Apr 1954. 85p photos, draw- 
ings, diagrs, maps, graphs (1 fold), tables Avail- 
able from Library of Congress, Publication Board 
Project, Washington 25, D.C. Microfilm $4.00, 
Photocopy $11.50. PB 115410 





Project 2030. Contracts DA-21-018-Eng-219 and 
DA-11-190-Eng-2. 

1, Ice formation 2. Lakes - Ice formation 3. Ice - 
Crystallinity 4. SIPRE 5, Part 1. 
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Study of marine myxobacteria, by Theodore J. Starr 
= Erling J. onal. Washington. University. 
Dept. of Oceanography, Seattle, Wash. Dec 1953. 
47p photos, graphs, tables Available from Library 
of Congress, Publication Board Project, Washington 
25,D. C. Microfilm $2.75, Photocopy $6.50. 
PB 114416 


Contract N8onr-520/I0, Project NR-083-012. Ref- 
erence 53-4. Technical report no. 14. 
1, Myxobacteria, Marine 2. WU OR 53-4. 


Survey and treatment of marsh deposits: Bibliography, 





annotated. Highway Research Board. 1954. p 
Available from Highway Research Board, 2101 
Constitution Ave., N. W., Washington 25, D. C. 
$1.20. PB 114456 


National Research Council Publication 314. 
1, Marsh deposits - Bibliography 2. Soils - Biblio- 


graphy 3. Peat - Bibliography 4. HRC B15 5. NRC 
314, 


Survival. U.S. Air Force. Dec 1952. 145p drawings, 
rs, tables Available from Library of Congress, 
Publication Board Project, Washington 25, D. C. 
Microfilm $5.75, Photocopy $18.75. PB 112819 


1, Survival 2. AAF M 64-5. 


Survival research, a report on the first year of de- 
velopment, prepared by E. Paul Torrance and 
salt (HRRL detachment #3), U.S. Air Force. 
Human Resources Research Laboratories, Bolling 
Air Force Base, Washington, D. C. Nov 1952. 
27p graphs Available from Library of Congress, 
Publication Board Project, Washington 25, D. C. 
Microfilm $2.00, Photocopy $3.75. PB 113170 





1, Survival - Research 2. AAF HRRL MR29, 


Sutochnye vertikal’nye migratsii zooplanktona i ikh 
zashchitno-prispos noe znachenie (Diurnal 
vertical migration of zooplankton and its significan- 
ce in protective adaptation), by L L. Nikolaev. 

ranslate . Lecompte, edited by Margaret 
W. Raven. Jun 1954. 16ptable Available from 
Library of Congress, Publication Board Project, 
Washington 25,D.C. Microfilm $2.00, Photocopy 
$2.75. PB 114679 











Translated from Zoologicheskii Zhurnal, vol. 29, no. 
6, 1950, p. 523-529. 

1, Plankton - Migrations - Rusgia 2. Marine life - 
Migrations - Russia 3. NAVSHIPS T 564 4. STS 193. 





s ium .on microseisms, held at Orden House, 
Werrisan N. Y., 4-6 Sep 1952, sponsored by the 
Office of Naval Research and the Geophysical Re- 
search Directorate of the U. S. Air Force. Dec 
1953. 133p photo, maps, diagrs, graphs, tables 
Available from National Research Council, 2101 
Constitution Ave., Washington 25,D.C. $1.00. 

PB 114208 


Contents: Moderator’s comments, by Perry Byerly. 
- Sketch of the history of microseismology, by J. B. 
Macelwane. - Tripartite stations and direction of 
approach of microseisms, by J. E. Ramirez. - Am- 
plitude distribution of storm microseisms, by 
Marion H. Gilmore. - Microseismic period spectra 
and related problems in the Scandinavian area, by 
Markus Bath. - Can sea waves cause microseisms? 
by M. S. Longuet-Higgins. - Storm and surf micro- 
seisms, by F. W. van Straten. - Ocean as an acous- 
tic system, by Frank Press and Maurice Ewing. - 
On theories of the origin of microseisms, by J. G. 
Scholte. NRC 306. 


Technical report. Part I: Expanding gas model of 
|, and Don . Liebenberg. Part II: Ori- 
gn of white light coronal streamers, by Walter 
rr Roberts, Raymond Grenchick, and Donald E. 
Billings. Harvard University. High Altitude Ob- 
servatory, Boulder, Colo. Nov 1953. 14p diagrs, 
graphs Available from Library of Congress, Pub- 
lication Board Project, Washington 25, D. C. 
Microfilm $2.00, Photocopy $2.75. PB 114614 














Contract Nonr-393(02), Project NR-046-721/9- 
22-52. 


1, Corona - Models 2. Solar phenomena. 





trafiicability and navigability of Louisiana coastal 
marshes. Technical report no. 2: Occurrence 
and development of m ats al the Western 
Louisiana coasts, by James P. Morgan, Jack R. 
Van Lopik, Lewis G. Nichols. Louisiana State 
University and Agricultural and Mechanical Col- 
lege, Baton Rouge, La. Apr 1953. 70p photos, 
maps, diagrs, graphs Available from Library of 
Congress, Publication Board Project, Washington 
25, D. C. Microfilm $3.00, Photocopy $8.75. 

PB 110723 


Trafficability and navigabi of delta-type coasts, 











Contract N7onr-35608, Task order NR 088-002. 


1, Sediment - Deposition - Louisiana 2. Geology - 
Louisiana. 


Transfer processes ope rating at the ocean bound- 
aries. al report for per ar ~Apr 
oa aa wane Contract RTonr-T870, pas 

~U60 - . Reid an am H. 
Clayton. Texas. Agricultural and Mechanical 
College. Dept. of Oceanography, College Station, 
Texas. May 1954. 10p Available from Library 
of Congress, Publication Board Project, Washing- 
ton 25, D. C. Microfilm $1.50, Photocopy $1.50. 

PB 114682 





A & M Project 30, Reference 54-38F. Research 
conducted through the Texas A & M Research 
Foundation in cooperation with the Gulf Coast Di-. 
vision of the Sun Oil Co. 

1, Ocean surface - Momentum transfer 2. Ocean 
surface - Effects of wind stress 3. Oceanography - 
Research. 
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BIOLOGY AND MEDICINE 


Lecture notes; Health Physics Training Lectures, 
1948-1949. Health Physics Division, Oak Ridge 
National Laboratory. September 29, 1950. Contract 
No. W-7405-eng-26. 102p. $.25. (AECU-817) 


Health Physics Program for the Brookhaven Cosmo- 
tron, by F. P. Cowan and J. S. Handloser. Brook- 
haven National Laboratory. November, 1953. 32p. 
$.35. (BNL-264) 








A comparison of computed and measured Erpune 


level dose rates from radioargon emitte the 
Brookhaven reactor stack, by ar A. Meace 
Brookhaven National Laboratory. May 1954. Con- 
tract No. AT(30-1)-gen-16,. 42p. $.45. 


(BN L-292(T-49)) 





A performance study of laboratory fume hoods, by 
C. G. Detwiler. Knolls Atomic Power Laboratory. 
January 1954. Contract No. W-31-109 Eng-52. 13p. 
Microfilm $2.00, Photocopy $2.75. 





(KAPL-864) 


Laboratory performance of fabric dust and fume col- 
lectors, by Charles E. gs, Melv - First, 
Richard Dennis and Leslie Silverman. Harvard 
School of Public Health. August 31, 1954. Con- 
tract No. AT(30-1)841. 130p. Microfilm $5.25, 
Photocopy $16.50. (NYO-1590) 





Annual report on research project, by G. Failla and 
H. H. Rossi. Radiological Research Laboratory, 
Columbia University. April 1, 1954. Contract No. 
AT-30-1-GEN-70. 149p. $.95. (NYO-4582) 


Health Physics Division Semiannual ase Sas Report 
for eres si mt = by K. Z. Morgan, 

rector. ge Nation aboratory. Septem- 
ber 27, 1954. Contract No. W-7405-eng-26. 22p. 

Microfilm $2.25, Photocopy $4.00. (ORNL-1763) 


ees progress apse a 1 - Sepremer 30, 

° ge e uclear es. - 
tract AT-40-1-Gen-33. 55p. Microfilm $3.00, 
Photocopy $7.75. (ORO-109) 











Plant uptake of $190, Rul06 | Cs}87) and ce!44 trom 
three different types of soils, by Evan M. Romney, 
am A. Rhoads and Kermit Larson. Univ. of 
Calif., West Los Angeles, Calif. June 10, 1954. 
Contract No. AT-04-1-GEN-12. 28p. $.25. 
(UC LA-294) 





Studies of flash burns: The influence of skin tem- 
perature in the production of cutaneous burns in 
swine, by K. M. Berkley, H. E. Pearse, and T. P. 
Davis. University of Rochester. Contract W- 
7401-eng-49. August 5, 1954. 60p. Microfilm 
$3.00, Photocopy $7.75. (UR-338) 








Quarterly technical report April 1 thru June 30, 
1954. Univ. of Rochester. August 26, 1954. Con- 
tract W-7401-eng-49. 41p. Microfilm $2.75, 
Photocopy $6.50. (UR-348) 





An evaluation of black polyethylene as a skin simu- 
lant under fabrics exposed to thermal radiant 
energy, by George Mixter, Jr. and Thomas P, 

avis. Univ. of Rochester. September 9, 1954. 
Contract W-7401-eng-49. 2lp. Microfilm $2.25, 
Photocopy $4.00. (UR-353) 








The effect of neutrons on thymic and circulatin 
patos = the mouse, by R. E. Carter, E. P. 
r te and V. P. Bond. November 19, 1953. 
26p. Microfilm $2.25, Photocopy $4.00. 
(USNRDL-443) 





Effects of X irradiation on lipid metabolism. I. 
Plasma phospholipid levels in several species, by 
C. Entenman, R. A. Neve, H. Supplee and C. A. 
Olmsted. U.S. Naval Radiological Defense Lab- 
oratory. 11 June 1954, 32p. Microfilm $2.50, 
Photocopy $5.25. (USNRDL-TR-2) 








Effects of X irradiation on lipid metabolism. IL. 

_ Uptake of P%4 into rat liver phospholipids, by 
E, 0. Weinman, 5. R. Lerner and C, Ehtenman. 
U. S. Naval Radiological Defense Laboratory. 
17 June 1954. 28p. Microfilm $2.25, Photocopy 
$4.00. (USNRDL-TR-3) 
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Delayed gastric cmptying in rats after whole- and 
artial- rradiation, by M. N. Swit, 5. T. 
Faketa and V. P. Bond. U.S, Naval Radiological 


Defense Laboratory. 25 June 1954. 43p. Micro- 
film $2.75, Photocopy $6.50. (USNRDL-TR-6) 


CHEMISTRY AND CHEMICAL ENGINEERING 


A new fluorimeter for the determination of uranium, 

- by Paul Galvanek, Jr. and Thomas J. Morrison, Jr. 
Raw Materials Development Laboratory, American 
Cyanamid Company. May 27, 1954. Contract No. 
AT(49-1)-533. 38p. $.35. (ACCO-47) 





A spectrographic method for thorium, Final report, 
Br Frederick J. Lindstrom. Dept. of Chemistry, 
Univ. of Wisconsin. August 1953. Contract No. 
AT(11-1)-178. 8p. $.20. (AEC U-2851) 





A continuous flow pH meter for high-pressure ser- 
vice, by W. H. Marburger, Kermit Anderson and 
G. L. Wigle. Argonne National Laboratory. July 
1954. Contract W-31-109-eng-38. 18p. Micro- 
film $2.00, Photocopy $2.75. (ANL-5298) 





Thiocyanate spectrophotometric analysis of titanium, 
vanadium and niobium, by C. E. Crouthamel, C. E. 
Johnson and B, E. Hjelte. Argonne National Labo- 
ratory. August 1954. Contract W-31-109-eng-38. 
25p. Microfilm $2.25, Photocopy $4.00. 

(ANL-5303) 








Bibliography on the corrosion of aluminum in water, 


March 26, 1954. Contract No. W-31-109-eng-52. 
6p. $.10. (KAPL-1052) 


A method for the determination of dissolved aaa 
olls 





in water, by E. L. Shirley and F. V. Blinn. 

Atomic Power Laboratory. May 20, 1954. Con- 

tract No. W-31-109-eng-52. 7p. $.10. 
(KAPL-1131) 


A study of the lime-soda softening process as a meth- 
od for decontam inating radioactive waters, by Robert 
¥F. McCauley, Robert A. Lauderdale and Rolf Eliassen 
Massachusetts Institute of Technology. September 1, 
1953. Contract No. AT(30-1)-621. 89p. $.70. 

(NYO-4439) 


A new approach to the separation of jetty acids dif- 
er egree of unsaturation, by David R. 
Howton. Cans of California, Los Angeles. 
February 19, 1954. Contract No. AT-04-1-GEN- 
12. 30p. Microfilm $2.25, Photocopy $4.00. 

(UC LA-279) 








Studies in the nuclear chemistry of plutonium, 
americium, and curium and the masses of the 
heaviest elements. Thesis, by Richard Alois Glass. 
University of California, Berkeley, Calif. April 20, 
1954. Contract No. W-7405-eng-48. 202p. $1.25. 

(UCRL-2560) 











ENGINEERING 


Results of efficiency tests performed on a multi- 





by R. S. MacCormack, S. S. Dayan, H. Paige, H. 
Weinshelbaum. Columbia University. July 1953. 
Contract No. AT(07-2)-1. 101p. Microfilm $4.75, 
Photocopy $14.00. (CU-1-53-At-dP-Ch.E.) 


Microtitration of free acid in uranyl nitrate solutions, 
_ by W. N. Carson, Jr. Hanford Atomic Products 
Operation. October 1, 1953. Contract # W-31-109- 
Eng-52. 22p. Microfilm $2.25, Photocopy $4.00. 
(HW -29455) 





Self-diffusion of uranyl ion and the uranium tributyl 
phosphate complex, by H. T. Hahn. Hanford Atomic 
Products Operation. July 20, 1954. Contract # W- 
31-109-Eng-52. 20p. Microfilm $2.00, Photocopy 
$2.75. (HW -31803-Rev). 








The vapor pressure of mercury at 250-360°C, by 
F. H. Spedding and J. L. Dye. Ames Laboratory. 
June 23, 1954. Contract W-7405 eng-82. 12p. 
Microfilm $2.00, Photocopy $2.75. (ISC -495) 





The lithium -sodium liquid metal system, by O. N. 
Salmon and D. H. Ahmann. Knolls Atomic Power 
Laboratory. August 20, 1954. Contract No. W-31- 
109 Eng-52. 25p. Microfilm $2.25, Photocopy 
$4.00. (KAPL-934) 


Infrared spectrum of UFg¢ at elevated temperatures, 
by N. J. Hawkins, H. C. Mattraw and D. re 
Carpenter. Knolls Atomic Power Laboratory. 
February 1, 1954. Contract No. W-31-109-eng-52. 


Tp. $.20. (KAPL-1041) 





Analysis of Ru-106 in vegetation, by M. R. Kennedy 
and J. J. gerald. Kno tomic Power Lab. 


range wire-mesh entrainment separator, by R. G. 
rehearne and J. &. Baker. Carbide and Carbon 

Chemicals Company. Sepiember 16, 1954. 16p. 

Microfilm $2.00, Photocopy $2.75. (K-1158) 





GEOLOGY AND MINERALOGY 


Reconnaissance of Little Wild Horse Mesa Green 
River Desert, Emery County, Utah, by David N. 
Hinckley and John H. Volgamore. Exploration 
Division, Grand Junction Operations Office, Grand 
Junction, Colorado. March 2, 1953. 14p. $.20. 

(RME-43) 








Uranium occurrences in Wilson Creek Area, Gila 
ore Arizona, by R. L. Wells and A. J. Rambosek. 
e Exploration Branch, Division of Raw Ma- 
terials, Salt Lake City, Utah. Revised July 1954. 
17p. $.25. (RME -2005(Rev.) 


Uranium mineralization at the Mooney Claim, Silver 
Bow County, Montana, by Wayne 5. ecia Salt 
e City, . February 1954. 15p. $.20. 
(RME -2006) 








Reconnaissance for uranium in the Hualapai Indian 

Reservation Area, Mohave and Coconino Counties 
rizona, cha " er. Sai e Explora- 
tion Branch, Division of Raw Materials, Salt Lake, 
City, Utah. April 1954. 18p. $.25. (RME-2007) 


The uranium deposits of Big Indian Wash, San Juan 
oun evise on, by George P. Dix, 
Jr. Grand Junction Operations Office, Grand 


Junction, Colorado. September 29, 1954. 14p. 
$.20. (RME -4022(Rev.) 
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INSTRUMENTATION 





A new design vacuum melt furnace, by J. M. Taub 
° oll. Los Alamos entific Laboratory, 

ta Alamos, New Mexico. July 18, 1950. Contract 
No, W- -7405-eng-36. 22p. $.10. (AEC U-1212) 





Operation and maintenance instructions for gamma 
Scintillation monitor — model II, by R. om Connally 





Engineering Dept., Hanford Atomic Products Opera- 


tion, Richland, Washington. October 1, 1953. 14p. 
$.20. Contract No. W-31-109-eng-52. (HW-29349) 





Phosphor plates for alpha scintillation counting, by 
- Driver and P. L, Eisenacher. Hanford Ato- 
mic Products Operation, Richland, Washington. 
January 21, 1954. Contract # W-31-109-Eng-52. 
llp. Microfilm $2.00, Photocopy $2.75. 
(HW -30601) 


A transistor high volt ower supply, by G. E. 
ver. tomic Products Operation, Rich- 
land, Washington. January 21, 1954. Contract #W- 
31-109-Eng-52. 1llp. Microfilm $2.00, Photocopy 
$2.75. (HW -30602) 


Excitation of characteristic X-rays by -particles 
by M. B. Leboeuf and B. T- Stark. Hanford Atomic 
Products Operation, Richland, Washington. May 
27, 1954. Contract #W-31-109-Eng-52. 16p. 


Microfilm $2.00, Photocopy $2.75. (HW -31961) 


Equipment for electric field measurements the 
Balle ethod by 0. A. Fredriksson, 7 W- 


Klein and J. D. Salisbury. Livermore Research 
Laboratory, Livermore, California. June 1954. 
Contract No. AT(11-1)-74. 12p. $.20. (LRL-144) 








An alpha scintillation counter for laboratory measur- 





Rotat rism for use with cloud chambers, by 
erna aunders. Oak Ridge National Labo- 
ratory. February 15, 1954. Contract No. W- 
7405-eng-26. 12p. Microfilm $2.00, Photocopy 
$2.75. (ORNL-1657) 





Instrumentation andC ontrols Division semiannual 
rogress report for period end July 31, 1954 
E = 7. Sakae. Oak Ridge National Labora- 
tory. September 30, 1954. Contract No. W-7405- 


eng-26. 3lp. Microfilm $2.50, Photocopy $5.25. 
(ORNL-1768) 





Ball potential detector, by C. N. Winningstad. 





Radiation Laboratory, University of California, 
Berkeley, Calif. January 1952. Contract No. W- 
7405-eng-48. llp. $.20. (UCRL-1652) 


Placement of the synchrotron beam on an internal 
target. 1, by Warren Fenton Stubbins. Radiation 
Laboratory, University of California, Berkeley, 
California. April 7, 1954. Contract No. W-7405- 
eng-48. 13p. $.20. (UCRL-2543) 





Placement of the synchrotron beam on an internal 
target. 1, by Warren Fenton Stubbins. Radiation 

aboratory, University of California, Berkeley, 
California. May 20, 1954. Contract No. W-7405- 
eng-48. 7p. $.10. (UCRL-2600) 





METALLURGY AND CERAMICS 


Urania bodies: Fired density vs. particle size, by 
Fred H. Gunzel, Jr. and W. A. Lambertson. 
Argonne National Laboratory. August 1954. Con- 
tract W-31-109-eng-38. 14p. Microfilm $2.00, 
Photocopy $2.75. (ANL-5094) 





Urania-zirconium cermets, by W. G. Rauch. 





ements, by R. T. Graveson, H. J. DiGiovanni and 

° Vine. Instruments Branch, Health and 
Safety Division, New York Operations Office. 1950. 
34p. $.15. (NYO-1523) 


Photofluorimeters for determination of uranium and 
beryllium concentrations, by H. J. DiGiovanni, 
R. + Graveson and 5. Dwork. Instruments Branch, 
Health and Safety Laboratory, New York Operations 


Office. August 18, 1954. 15p. Microfilm $2.00, 
Photocopy $2.75. (NYO-4508) 


A temperature X-ray camera, by J. R. Johnson, 
Oak Ridge National Labouatory- February 25, 1954. 
Contract No. W-7405-eng-26. 11p. Microfilm 
$2.00, Photocopy $2.75. (ORNL-1542) 


The HRE simulator, An analog computer for solving 
the kinetic equations of a homogeneous reactor, by 
DB. M. Collier, L. A. Meeks ane P. Palmer. Oak 
Ridge National Laboratory. September 24, 1954. 


Contract No. W-7405-eng-26. 43p. Microfilm 
$2.75, Photocopy $6.50. (ORNL-1572) 


Investigations on the R at Vortex) tube, by 
; er an e Na- 


tional Laboratory. September 30, 1954. Contract 
No. W-7405-eng-26. 43p. Microfilm $2.75, Photo- 
copy $6.50. (ORNL-1659) 





Argonne National Laboratory. August 1954. Con- 
tract W-31-109-eng-38. 13p. Microfilm $2.00, 
Photocopy $2.75. (ANL-5268) 


Investigation of wrought iron-cnromium -aluminum 
alloys for service - 220 F, by H. A. Saller, 3. Be 
Stacy and N. 5. Eddy. B The 





y attelle Memorial Institute. 
June 28, 1954. Contract No. W-7405-eng-92. 46p. 
$.35. (BMI-922) 


Sintering of igh puey magnsia, by A. G. Allison, 

. C. Sesler, Jr., N. L. Haldy and W. H. Duck- 
worth. Battelle Memorial Institute. August 2, 
1954. Contract No. W-7405-eng-92. 14p. $.20. 


(BMI-93 1) 


‘igh temper ture ered itd of nichrome V, by H. A. 
acy ebanow. Battelle Memorial 


Institute. August 2, 1954. Contract No, W-7405- 
eng-92. 26p. $. 35. (BMI-933) 





The effects of chromium, iron, and nickel on the 
mechanical properties of zirconium, by W. Chubb, 
and G. T. Mockisakamsp- Battelle Memorial In- 
stitute. August 11, 1954. Contract No. NObs-65057 
20p. $.20. (BMI-938) 


Improved calcium fluoride shapes, by D. R. Wilder 
and £. 5. Fitzsimmons. Ames Laboratory. Sep 
1, 1954. Contract W-7405-eng-82. 12p. Micro- 
film $2.00, Photocopy $2.75. (ISC -514) 
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Determination of ferrite in type 347 stainless steel 
weld deposits, by W. L. Fleischmann. Knolls 
Atomic Power Laboratory. November 11, 1953. 
Contract No. W-31-109 Eng-52. 46p. Microfilm 
$2.75, Photocopy $6.50. (KAPL-1011) 


A sen SINE effect observed in X-ray spectrometry, 
. E. Seymour. Knolls Atomic Laboratory. 
March 31, 1954. Contract No. W-31-109-eng-52. 
9p. $.20. (KAPL-1092) 











The study of diffusionless phase changes in solid 
metals and alloys. Progress report for the period 
March | to May 31 Tost by T. s Read, D. e 
Lieberman and M, S. Wechsler. School of Mines, 
Columbia University. August 16, 1954. Contract 
No. AT(30-1)-904. 5p. Microfilm $1.50, Photo- 
copy $1.50. (NYO-3966) 








The study of diffusionless phase changes in solid 
metals and alloys. Progress report for the period 
June 1 to August 31 Toe by T. A. Read, D. =. 
Lieberman, F W. Balluffi, C. W. Chen, and J. K. 
Roros. School of Mines. Columbia University. 


August 23, 1954. Contract No. AT(30-1)-904. 6p. 
Microfilm $1.50, Photocopy $1.50. (NYO-3967) 








Solid solutions and grain boundaries. Progress re- 
ort no. 22, by B. L. Averbach, M. Cohen, F. 
Herbstein, J. Hilliard, and P. S. Rudman. Mass. 
Inst. of Tech., Cambridge, Mass. June 30, 1954, 





Contract No, AT(30-1)-1002. 4p. Microfilm $1.50, 


Photocopy $1.50. (NYO-7041) 


Fundamentals of cold working and recrystallization. 
Progress report no. 15, by B. L. Averbach, M. 
Coben, S. Alten. M. F. Comerford, C. Houska. 
Mass. Inst. of Tech., Cambridge, Mass. June 30, 


1954, Contract AT(30-1)-1002. 6p. Microfilm 
$1.50, Photocopy $1.50. (NYO-7071) 





Thermal expansion of some glasses in the system 





LigO-C aO-SiO2, by J. H. Handwerk and T. N. 
cVay. Dept. of Ceramic Tech., Univ. of Alabama, 


July 16, 1954. Contract No. AT(40-1)-1080, 24p. 
$.25. (ORO-126) 


Grain growth during sintering, by H. H. Hausner. 
Sylvania Electric Products, Inc. July 1, 1954, 
Contract No. AT-30-1-GEN-366. 41p. Microfilm 
$2.75, Photocopy $6.50. (SEP-154) 


PHYSICS 


High-power water boiler, by F. L. Bentzen and 
others. Los Alamos Scientific Laboratory, Los 
Alamos, New Mexico. September 19, 1945. Con- 
tract No. W-7405-eng-36. 59p. $.25. 


(AECD-3065) 





Physics Division quarterly report, December 1953, 
January and February 1954, by Louis A. Turner. 
Argonne National Laboratory. August 1954. Con- 
tract W-31-109-eng-38. 109p. Microfilm $4.75, 
Photocopy $14.00. (ANL-5273) 








Curie evaluation of hollow cylinder sources, by Otto 
A. Kuhl, Bernard Manowitz, and Walter Rosenz- 
weig. Brookhaven National Laboratory. Sep 1953. 
12p. $.25. (BNL-260) 





The inelastic Scatening cross section of lead, by 
ophie Oleksa. Brookhaven National Laboratorv. 
December 1953. Contract No. AT 30-1-GEN-16, 
14p. $.25. (BNL-273) 


The energy-dependent Boltzmann equation applied 
to criticality calculations for bare graphite- 
moderated reactors, by J. A. Fleck. Brookhaven 
National Laboratory. August 1954. Contract No. 
AT(30-1)-gen-16. 7p. $.20. (BNL-298 (T-51)) 











Introduction to pile physics. Lecture Notes, by 
P, F. Gast. Pile Technology Division, Hanford 
Works. November 15, 1950. Contract No. W- 
31-109-eng-52. 98p. $.35. (HW -19474) 





Neutron scattering from the walls and air of a 
‘laboratory, by D. W. Glasgow. Hanford Works. 
June 95, 1834. Contract W-31-109-Eng-52. 20p. 
Microfilm $2.00, Photocopy $2.75. (HW-32086) 





Average thermal neutron flux from bismuth moni- 
tor, by C. H. Hogg. Phillips Petroleum Company. 
October 21, 1953. Contract No. AT(10-1)-205. 
12p. Microfilm $2.00, Photocopy $2.75. 

(IDO-16128) 





Properties of thermal conductivity cells with heavy 
ases, by H. 5. McKown. Carbide and Carbon 
Stcmicals Company. January 29, 1954. 19p. 

Microfilm $2.00, Photocopy $2.75. 





(K-1099) 


Natural abundance of the bromine isotopes, by A.E. 
Cameron and E. L. Lippert, Jr. Carbide and 
Chemicals Company. September 17, 1954. 6p. 
Microfilm $1.50, Photocopy $1.50. (K-1166) 





The natural abundance of the lithium isotopes, by 
A. E. Cameron, Carbide and Carbon Chemicals 
Company. September 15, 1954. 15p. Microfilm 
$2.00, Photocopy $2.75. (K-1168) 





Facilities and instrumentation for improved resolu- 
tion with G. E. betatron veloc ity Say, by M.L. 
eater, E. R. Gaerttner, an . J. McRoberts. 
Knolls Atomic Power Laboratory. June 4, 1954. 


Contract No. W-31-109 Eng-52. 19p. Microfilm 
$2.00, Photocopy $2.75. (KAPL-1108) 








Activation procedures for producing maximum 
secondary electron yields on electron multiplier 
suriaces, by H. E. Soisson. Knolls Atomic Power 
Laboratory. July 23, 1953. Contract No. W-31- 
109-eng-52. 12p. $.20. (KAPL-1113) 





ZnS (Ag) phosphor mixtures for neutron scintilla- 
tion counting, by P. G. Koontz, G. R. Keepin, and 
J. E. Ashley. Los Alamos Scientific Laboratory. 
Univ. of Calif. August 20, 1954. Contract W- 
7405-ENG.36. 17p. Microfilm $2.00, Photocopy 
$2.75. (LA-1663) 





Search for the reaction T(d, )He®, by George A. 
Sawyer and Louis C. Burkhardt. Los Alamos 
Scientific Laboratory, Univ. of Calif. August 24, 
1954. Contract W-7405-ENG.36. 10p. Micro- 
film $1.50, Photocopy $1.50. (LA-1695) 





Economics of central-station power plants. Preli- 
minary Compilation of Reference Data, by 
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R. T. Barham and others. Livermore Research 
Laboratory. May 1954. Contract No. AT(11-1)-74. 
78p. $.60. (LRL-128) 


Biological shield evaluation of the water boiler, by 
7. Wr Shortall, J. W. Flora, and W. E. Drummond, 
Livermore Research Laboratory. June 1954. 
Contract No. AT(11-1)-74. 3lp. $.25. (LRL-154) 


The calibration of a high temperature radiation calo- 
rimeter, by R. J. Graydon and R. L. Carter. 
North American Aviation, Inc. February 15, 1954, 
Contract AT 11-1-GEN-8. 25p. Microfilm $2.25, 
Photocopy $4.00. (NAA-SR-267) 





Fuel element dosimetry by absorption changes in 
Silver activated phosphate glass, by Herbert Rabin. 
Naval Research Laboratory. June 7, 1954. 16p. 
$.25. (NRL-MEMO-309) 








Mathematical evaluation of airborne radiological sur- 
vey data, by Ole Pedersen. New York Operations 
Otfice- August 12, 1954. 10p. Microfilm $1.50, 
Photocopy $1.50. (NYO-4577(Rev.) 





Magnetic susceptibility of annealed and fast-neutron 
mbarded germanium, by D. K. Stevens. Oak 
Ridge National Laboratory. March 4, 1954. Con- 
tract No. W-7405-eng-26. 35p. Microfilm $2.50, 
Photocopy $5.25. (ORNL-1599) 








Tables of the Racah coefficients, by A. Simon, J. H. 
Vander Sluis, and L. C. Biedenharn. Oak Ridge 
National Laboratory. March 26, 1954. Contract 
No. W-7405-eng-26. 317p. $2.10. (ORNL-1679) 





Numerical table of the Clebsch-Gordan coefficients, 
by Albert Simon. Oak Ridge National Laboratory. 
June 21, 1954. Contract No. W-7405-eng-26. 25p. 
$.25. (ORNL-1718) 





On norms of vectors and matrices, by A. S. House- 
holder. Oak Ridge National Laboratory. September 
14, 1954. Contract No. W-7405-eng-26. 20p. 
Microfilm $2.00, Photocopy $2.75. (ORNL-1756) 





Filament life in low pressure arc type ion source, 
by O. C. Yonts. Oak Ridge National Laboratory. 
September 13, 1954. Contract No. W-7405-eng-26. 
42p. Microfilm $2.75, Photocopy $6.50. 

(ORNL-1758) 





A 2800°%C calutron ion source unit and its use in 
separating the isotopes of Pd, Pt, Ru, and Ir, by 
W. A. Belt; Jr., L. O. Love, and C. E, Normand, 
Oak Ridge National Laboratory. July 30, 1954. 
Contract No. W-7405-eng-26. 26p. Microfilm 
$2.25, Photocopy $4.00. (ORNL-1767) 








Some improved measurements of nuclear magnetic 
dipole moments means of nuclear magnetic re- 
sonance, by H. E. Walchli. ge National 
Laboratory. October 1, 1954. Contract No. W- 
7405-eng-26. 117p. Microfilm $5.00, Photocopy 
$15.25. (ORNL-1775) 











Theory of the photoelectric effect. I. Formal as- 
pects by M. E. Rose and L. C. Biedenharn. Oak 
ge National Laboratory. September 30, 1954. 
Contract No. W-7405-eng-26. 35p. Microfilm 
$2.50, Photocopy $5.25. (ORNL-1779) 


Spark damage and high voltage breakdown of metals 
vacuum a megacycles. Preliminary report, 
by Warren W. Chupp <= Harry G. Heard: Raia. 
tion Laboratory, University of California, Berke- 


ley, California. January 1954. Contract No. W- 
7405-eng-48. 72p. $.55. (UCRL-1962(Rev.) 








The behavior of electrode materials subjected to 
Cra eo RF. eas in the mega- 
volt range arren W, upp, Harry G. Heard, 
and Eugene J. Lauer. Radiation Laboratory, Uni- 
versity of California, Berkeley, California. Jan- 


uary 14, 1954. Contract No. W-7405-eng-48. 33p. 
$.35. (UCRL-2099(Rev.) 


High ener article data, by Beverly Hill Willis. 
Radiation Laboratory, University of California, 
Berkeley, California. October 1953. Contract No. 
W-7405-eng-48. 42p. $.45. (UCRL-2426) 





The meson mass ratio and energy balance in Pi-Mu 
decay, (thesis), by Wallace Birnbaum. Radiation 
Laboratory, University of California, Berkeley, 
California. March 1954. Contract No. W-7405- 
eng-48, 135p. $.90. (UCRL-2522) 





The scattering of 10-Mev protons on carbon and 
magnesium, (thesis), by Gerhard E. Fischer. 
Radiation Laboratory, University of California, 
Berkeley, California. April 1954. Contract No. 
W-7405-eng-48. 56p. $.45. (UCRL-2546) 








A cloud-chamber study of the scattering cross sec- 
tion of protons by 90-Mev neutrons at extreme 
angles, (thesis), by Chung Ying Chih. Radiation 
Certo University of California, Berkeley, 
California. May 1954. Contract No. W-7405- 
eng-48, 43p. $.45. (UCRL-2575) 








Pair production in the field of orbital electrons by 





a total-absorption method at 300 Mev, (thesis), by 
Charles Alexander McDonald, Jr. Radiation Lab- 
oratory, University of California, Berkeley, 
California. June 2, 1954. Contract No. W-7405- 
eng-48. 40p. $.35. (UCRL-2595) 





MISCELLANEOUS 


Unclassified bibliographies of interest to the Atomic 








Energy Commission. Supplement 1, by Hugh E. 
Voress. Technical Information Service. July 20, 


1954. 19p. $.25. (TID-3043(Suppl. 1) 
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CATALOGS OF TECHNICAL REPORTS 


The CTR series of publications listed below are bibliographies of PB reports available in the subject 
category, and are published in cooperation with the Small Business Administration. These CTR’s replace 
the two earlier bibliographic series designated as IB and SB and are, in effect, revised editions of the ear- 
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Acrylics (Plexiglas and Lucite). March 1954. $.10. 
CTR-116 





Adhesives. May 1954. $.25. CTR-300 


Aerosols and Aerosol Generators. May 1954. $.25. 














CTR-301 
Airborne Spraying Apparatus. May 1954. $.10. 

CTR—85 
Air Conditioning and Ventilation. April 1954. $.10. 

CTR—87 
Air-Cooled Engines. April 1954. $.10. CTR—12 
Air Raid Shelters. April 1954. $.10. CTR-241 





Aluminum Extrusion and Press Forging Processes. 
April 1954. 3.10. CTR-289 








Anaigam Process of Refining Metals. May 1954. 





. CTR-283 
Amino Acids. April 1954. $.10. CTR—98 
Anthropometry. May 1954. $.10. CTR-124 





Anti-Fogging Compounds. March 1953. $.10. 
CTR—2 





Anti-Fouling Paints and Compounds. February 1954. 
$.10, CTR-178 





Artificial Leather and Leather Substitutes. April 
1954. 3.10. CTR- 86 





Artificial Rain. March 1954. $.10. CTR-222 





Asphalt and Asphalt Pavements. May 1954. $.10. 








CTR-119 
Ball Bearings. September 1953. $.10. CTR-290 
Beryllium. April i954. $.10. CTR-152 


Bread-Baking and Preservation. May 1954. $.10. 





CTR-146 
Caffeine. May 1954. $.10. CTR—5l 
Cancer. April 1954. $.10. CTR— 7 
Caprolactam. May 1954, $.10. CTR-262 


Carbon and Graphite Electrodes. May 1954. $.10. 
CTR-247 





Carbon-Black. April 1954. $.10. CTR-125 








Carbon Disulfide. March 1954. $.10. CTR-176 
Cellophane. April 1954. $.10. CTR- 61 
Cellulose, April 1954. $.25. CTR-201 


Centrifugal Compressors. May 1954. $.10. 





CTR- 55 
Centrifuges. April 1954. $.10. CTR-282 
Cerium. March 1954. $.10. CTR-256 
Circuit Breakers. March 1954. $.10. CTR-278 





Cold Extrusion and Shaping of Steel. May 1954. 
9.10, CTR-252 





Contact Corrosion of Aluminum Alloys. February 








1953. 3.10. CTR-285 
Contact Rectifiers. May 1954. $.10. CTR-182 
Cork and Corkboard. May 1954. $.10. CTR-214 





Cosmetic Manufacture. April 1954. $.10. CTR-179 





Crystal Rectifiers. February 1954. $.10. CTR-167 











Cyclooctotetraene. May 1954. $.10. CTR- 97 
Dehydration of Food. April 1954. $.10. CTR-191 
Dental Prosthesis. March 1954. $.10. CTR-161 





Diazo and Ozalid Processes. April 1954. $.10. 





p CTR-172 
Die Castings. April 1953. $.10. CTR- 10 
Digital Computers. June 1953. $.10. CTR-155 





Dry Cleaning and Laundering. April 1954. $.10. 








CTR-137 
Dust Removal. April 1954. $.10. CTR- 80 
Edible Fats and Oils. April 1954. $.10. CTR-141 





Effects of Bombing on Industry. April 1954. $.10. 








CTR-245 
Electronic Miniaturization. May 1954. $.10. 

CTR-250 
Electroplating. April 1954. $.10. CTR-159 





Ethylene Oxide and Ethylene Glycol. May 1954. 
— -$.10, CTR-226 
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Fabrication of Quartz Crystals. April 1954. $.10. 
CTR-287 





Fiberglas and Glass Laminates. May 1954. $.10. 
CTR-292 





Fire Extinguishing Agents. April 1954. $.10. 
CTR-129 





Fire-Proofing Agents. May 1954. $.10. CTR-144 





Fish and the Fish Industry. April 1954. $.10. 








CTR-142 
Flameproofing of Textiles. April 1954. $.10, 

CTR-150 
Fluorine. April 1954. $.10. CTR-122 
Fluorocarbons. March 1954. $.10. CTR-123 





Food Preservation and Preservatives. April 1954. 








$.10. CTR-190 
Formaldehyde from Methanol. May 1954. $.10. 

CTR-128 

Fungicides. March 1954. $.10. CTR-208 

Fungus Proofing. March 1954. $.10. CTR-207 


Gas Analysis and Gas Analyzers. May 1954. $.10. 
CTR- 69 





German Electric Power Plants. March 1954. $.10, 
CTR-105 





Germanium Rectifiers. February 1954. $.10. 
CTR-258 





Harvard University Psycho-Acoustic Laboratory. 
April 1954. $.10. CTR- 39 





Heat Treatment of Steel. March 1954. $.10. 














CTR- 71 
High Temperature Alloys. March 1954, $.25. 

CTR-149 
Hydraulic Presses. April 1954. $.10. CTR-193 
Hydrazine Hydrates. April 1954. $.10. CTR- 89 
Igniters. May 1954. $.10. CTR-238 
Induction Heating. April 1954. $.10. CTR-192 





Infrared Phosphors. February 1954. $.10. 
CTR-215 





Infrared Spectroscopy. May 1954. $.10. CTR- 67 





Inks (including printing inks). March 1954. $.10. 
CTR-216 





Intelligibility of Speech. May 1954. $.10. CTR- 45 





Leather and Fabric Gloves. March 1954. $.10. 
CTR-118 











Lignin and Lignin Products. April 1954. $.10. 
CTR-147 





Linoleum and Related Floor Coverings. March 
1994. 3.10. CTR-196 





Liquid Air. April 1954. $.10. CTR- 81 


Lithium and Lithium Compounds. April 1954. $.10, 
CTR-127 





Loran. April 1953. $.10. CTR- 46 


Luminescence, Fluorescence and Phosphorescence, 
March 1954, $.10. CTR-255 





Manufacture of Board from Wood Wastes. March 
1954, 3.10, CTR-188 





Manufacture of White Pigments. April 1954. $.10. 
CTR-223 


Meat and Poultry (including Sausage Casings). 
May 1954. $10. TR-143 


Molybdenum and Tungsten. April 1954. $.10. 
CTR-101 


Non-Destructive Testing and Testing Equipment. 
pr . . . CTR- 48 




















Outboard Motors. April 1954. $.10. CTR- 22 
Oxygen Generators. May 1954. $.10. CTR- 66 
Ozone. April 1954. $.10. CTR-297 





Packaging and Packaging Materials. March 1954. 
10 CTR- 72 


Paint Removers. March 1954. $.10. CTR- 64 





Paints, Varnishes and Lacquers. April 1954. $.10. 








CTR- 23 
Paper Capacitors. May 1954. $.10. CTR- 99 
Peat. May 1954. $.10. CTR-156 


Perfume Materials. March 1954. $.10. CTR-224 





Phosphorus, Phosphoric Acid and Sodium Phos- 
phates. May 1954. 3.10. CTR-135 





Photographic Chemicals. April 1954, $.10. 








CTR- 70 
Photographic Emulsions. April 1954. $.25. 

CTR- 74 
Phthalic Anhydride. May 1954. $.10. CTR-217 





Platinum and Platinum Alloys. February 1954. 
— «B10, CTR- 73 


Plywood and Veneers. April 1954. $.10. CTR-109 








Potato Starch. February 1954. $.10, CTR- 92 
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